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PRICE TWO CENTS 
DEAD AND DYING IN WAKE OF CUP RACERS 


IT HIST HK 


Vanderbilt Race Run at Sacrifice of 


Life and limb on Long Island 


MENT OF PALMER 


Bangor Independent Makes 


Stinging Reply to Prating 


et 


J 


American Car Makes Fastest Lap but Fails to Bet in 


Before dace is Called Off— Greatest Crowd 


Ever Seen at American Sporting Event 


at any 
one .copy. 
Finally after some hours of 
sporting event in America. 
, 
, . 
. 
r 
clever detective work o n the part ot 
Every bed in every hotel and p n - L. 
I__• , 
r 
, 
J 
, 
n " c office boy a Chronicle was found 
vale 
house was rented, 
in 
the tog ' . 
„ 
. • 
. 
iat the hlsen House, and we were able 
and darkness of the early m orning 
there were innumerable m inor acci­ 
dents to pedestrians 
crossing 
the 
streets to the course. 
Dr. W eilschott and his Italian driv­ 
er iii a I JO horsepow er m a ch in e struck 
a boy spectator and his recovery is 
doubtful. T he m achine was running at 1 
fifty miles an hour when the steering J 
gear broke. T he driver lost all control, j 
W eilschott and lbs m achinist 
were 
t were forced to 


(Scripps-McRae Dispatch.*! 
V A N D E R B I L T C O U R S E , L. 
I., | people ever assembled 


Oct. 6.—T h e automobile cup race to ­ 


day was run at great sacritice to hu­ 


man life and limb. 


T h ro n g s 
lined 
the course 
and 


crowded into the track, despite the ef­ 
forts of the authorities. 
T he start was delayed fifteen m in ­ 
utes on account of fog. 
T he track 
was poor and slippery. 
Joseph Stadley 
was run dow n at 
L o n g Island City 
by a car driven by 
W illiam W o o d s of Boston. 
Stadler’s 
back was broken and he died instantly. 
George 
W i nder 
accom panying j slightly injured, ana 
Stadler 
crossing 
the 
street, 
was j quit the race. 
knocked down and injured internally.! 
Shepard’s car killed Curtz A. Grun- 
William Horn, chauffeur, was a r r e - t - ! e r of Passaic, X. J . who was trying 
cd. 
j 
to corss the track at K ru g ’s Corners. 
Mary Gegan became confused cross -1 
W agner, who won, drove a Darracq 
ing the street at Thirty-fourth s t r e e t s ; car ten times around the course at 
and Second avenue and was knocked Jan average speed of 61.40. 
down and fatally hurt by a car driven 
Lancia was second, a scant three 
by H e n ry Sanis. 
minutes behind W agner. 
helix Salzoroski, had hi> leg bro- 
L ura y was third, a little over seven 
ken by a car trying to cross at Hoff- 
minutes behind Lancia 
man boulevard. 
I 
The time for 297.r miles was 290 
F. F. Shepard's racer cut off an un- 
minutes, 10 2-5; seconds, 
identified m a n ’s legs at East Norwich T he American cars did 
not show 
at 
on the sixth round of the race. Pres- ; the finish, but T racy drove his fast- 
ident Peters of the Long Island rail- j est lap of the day in time unapproach- 
road took the man in his car to the I cd even by W a g n er, making one lap 
hospital. 
Shepard continued the race. I in 26.21 or at a rate of sixty-seven 
People flocked during the night to miles att hour. 
H e was going gamely 
the sides of the course. 
T he race was j when the race was called off for the 
witnessed by the greatest num ber of ; remaining contestants. 


Replying to the snarl 
from 
the 


Cargo-Straso-Gelatt “ M orning 
D is­ 


ease Germ.’’ criticising its refusal to 


support H a rry Palmer for sheriff be­ 


cause it considered him unfit to filL 


the office of sheriff or any other pub­ 


lic office. Editor Gessler of the B a n ­ 


gor Independent says in his issue of 


yesterday:: 


The Chronicle to the Rescue. 


It was bruited about town T uesday | 


that the La Crosse M orning Clironi- 
I 
cie, an absurd subsidized organ, had 


attacked the Independant because of 


its refusal to stand for H a rry Palm er 


for sheriff of this county 
W e sent a 


boy out to find a copy of the Chroni- 
1j cie. its circulation being so limited in 
j t His community as to almost necessi­ 
t a t e a search warrant to discover a 


20 MARINES W - 


I 


Rebels Ride Into Town and 


Scare People; Make Ridic­ 


ulous Surrender 


KHIEU, RE­ 
I K 
IS GHOST 
DR. POWELL ES- 


CIPES IN WRECK 


Dr. George Powell wa** a passenger 
ion a la^t Great N orthern train wreck­ 
ed near Havre. Mlrnt., in which the 
'entire passenger list 
escaped death 
j only by the merest accident. 
Dr. Powell returned last night at 
! f 2:.to from an extended business trip 
to the coast, visiting Seattle. Spokane. 
Everett and other cities in W a s h in g ­ 
ton and Idaho. 
“ I just went out to 
open up a cache Dr. W ill.a n d I have 
planted out there,’’ he explained to a 
H e and his broth- 


W itll two bullet wounds in his head, 
tile dog belonging to Kgid Hacknct, 
alter builder, 12.45 berry street, r e ­ 
turned home yesterday after an a b ­ 
sence of a day 
T he dog had been 
shot 
Thursday by 
Patrolm an 
L aw ­ 
rence Duggan at the request of the 
family, who thought the canine might 
be afflicted with rabies. 
Atter tw o 
shots had been tired and taken effect, 
the dog ran away. 
Yesterday he reappeared feeble, still 
recognizing the family. 
Later 
the 
dog was killed, it being evident that ^ ribnnc reporter, 
n e 
he could not live long. 
;cr have had some investments in city 
________________ property out there 
for some time, and 
D r George added materially to their 
holdings on the present trip. 


a m ■ a m p 
a i - 
l i r a 
'vrec^' o c u r r e d as the 
long 
n il 1 I ll mN(iF fir VFnllF t r a ” 1 'vas entering a suburb of Havre. 
UL I ll UllnllUL Ul 
ILnUL The train struck an open sw itch, send- 
------------- 
ling six cars into the ditch and tearing 
C H IC A G O . 111.. Oct. 6.—A change ^he trucks form all 
of them . 
T he 
of venue was today granted Will Da- train had slowed down to let a heavy 
vis. former m an ag e r of the Iriquois ! freight get clear, and was m oving at 
tiieater, and o ther defendants charged abut fifteen miles an bour. 
T he con- 
with m anslaughter as a result 
of the ductor said that ordinarily 
it would 
Iroquois tire 
Dee. 1.4. 190.4. in which have been m aking fifty m iles an hour 


600 lives were lost. 
I he case goes to at that point, and that the escape was 
the \ ermiilion county circuit c o n n at j am iraculous o n e, no one being sori- 
D a ii Ville, 111. 
ouslv injured. 


to peruse the heavy lucubration em it­ 
ted by the moribund organ. 
T h e organ prates of ‘‘betrayal of 
a regular nominated party candidate.’* 
ad infill, ad nails. 
Isn t this touching 
coming from the source it does. the 
bunch of politico-commercio bunc a r ­ 
tists of the Chronicle? 
N ow the p u r­ 
port of this hot air is not so much to 
knock the Independant as to cudgel 
the better element of the republican 
party who refuse to stand for its can­ 
didate because of his unfitness. 
It 
says “ H a rry P alm er makes no great 
pretensions,'’ etc., well know ing that 
I he would be derided if he did. Neither 
does “ l l inkey'’ Dink or "the Bath­ 
house*’ make any “great pretensions.^’’ 
T hen doubtless, know ing the candi­ 
date's incompetency, the organ naive­ 
ly says: 
“ The Chronicle has no doubt that 
he will organize a force for service 
under him that will meet the require­ 
ments of the situation and insure a 
creditable and efficient administration 
of the sheriff's office." 
T h at is to say, if Palm er is elected 
he will hire some one who is capable 
of discharging the duties of the office. 
Palmer signing the pay roll aud con­ 
tinuing to enact the roll of “a good 
fellow.” 
W h y not elect a man who 
is competent to perform the onerous 
duties devolving upon the shrievatly 
iii the first instance? 
A man who is 
not only fit intellectually, but morally i 
and physically fit? 
Wrhy elect a d u m ­ 
my who is the pet of the sporting 
clement? 
“ He was regularly and fairly n o m ­ 
inated at the prim ary election, wails 
the organ. 
Yes. probably, 
but 
by 
only 1.1,40 votes out of a 
total 
of 
3.730—2.700 votes having been 
cast 
against him and in favor of the other 
candidates, as was pointed out by the 
La Crosse Tribune. 
And the 
p re ­ 
sumption is that, had the voters of 
the country districts been cognizant 
of the man and his record, he would 
have been overwhelmingly defeated. 


LODGE, I. 


OF P. I K M ) 


Fro Hundred Knights From 


la Crosse and Sparta 


View Ceremonies 


TOOK STRYCHNINE 


AS COUGH SYRUP 


Viola Woman Then Tried to 


Save her Own life 


bot Failed 


Unity lodge No. 
t55, Knights of 


Pythias, was installed at Bangor la>t 


night in the presence of two hundred 


knights from La Crosse and Sparta. 
T he initial membership of the new 
lodge is thirty members 
T he three 
degrees were administered upon all 
of the m em bers during the night, the 
work consum ing from 8 p. in. to 4 a. 
in. with an hour’s intermission 
dor 
lunch. 
T he em ergency grand lodge session 
was called to order by Grand C h a n ­ 
cellor Grin 
T hom pson 
of Neenah, 
WIG. 
T h e other grand lodge officers i 
of the session were: : 
Vice grand chancellor— Ray S Ried. 
La Crosse. 
Prelate— Attorney G o ttridge.R eeds­ 
burg. Wis. 
G rand m aster at arm s— L. \V . G os­ 
nell, La Crosse. 
G rand keeper of records and seals— 
U. S. Burns, Milwaukee. 
# 
Grand inner guard— F. J. Holmes. 
! La Crosse. 
Grand 
outer 
guard —- Andrew 
T hom pson. La Crosse 
t 
New Lodge Officers 


M J H OF IROQUOIS 


SCORES OF CHIEFS 


SEE A BIG BLAZE 


fSrripps-M cRne Dispatch.) 
L O U I S V I L L E . Ky., Get. 6 —T he 
Mayfield 
W oolen 
mills 
warehouse 
was destroyed by fire this morning. 
Stock valued at $450,000 was 
in the 
building 
and it is estimated 
75 per 
cent of it was lost 
Fire chiefs from 
all over 
the ocuntry enroute 
to the 
national 
meeting at Dallas saw the 
fire. 


Mistaking a bottle of strychnine for 


cough medicine, Mrs. J. L. 
Davis. 


Viola, W’is.. drained the contents of 


the bottle, dying an hour later after 
she became aware that she had drunk 
poison. 
Mrs. 
Davis 
entered 
lier 
pantry 
looking 
for 
cough medicine. 
She 
tasted the strychnine, touching the 
contents of the bottle to lier lips. 
W ith thi> warning, given her, but for­ 
getful of the deadly nature of the 
poison, she drank the contents of the 
bottle. 
W hen >he became aware t Ii at she 
had 
taken 
strychnine. 
Mrs. 
Davis 
telephoned for Dr. Stormont. 
She in­ 
formed the telegraph operator 
that 
the poison had been taken by mistake. 


(Scripps-McRae Dispatch.) 
• • • • • • • • • • • • • • 


H A V A N A , Oct. 6.— T w o h u n ­ 
dred insurgents rode into C a u ­ 
dad, a suburb of Puerto Principe, 
today 
waving 
m achetes 
and 
threatening the people. 
T w e n ty 
American 
marines 
rushed to Caridad and arrested 
thirty-nine and frightened the re­ 
mainder, who, led by Gen. Ca- 
bellero, rode to the com m ander 
of the marines dem anding the 
release of their comrades. 
Instead of releasing them, the 
American com m ander disarmed 
Cabellero 
and 
all 
w hom 
his 
• small force could catch, vvhere- 
• upon Cabellero 
politely 
prom- 
• ised all his followers should dis- • 
• arm. 
• 
• • • • • • • • • • • • • • • • 
Less Would Do, It Seems 
W A S H I N G T O N . D. C , Oct. 6 — 
O w ing to the apparent satisfactory 
status of affairs in Cuba, the govern­ 
ment has asked Taft if the 900 sol­ 
diers who sailed on the Sum ner would 
not be enough. 
Taft has not answered and m ean ­ 
while preparatoins are going ahead 
to send the entire force ordered. 


Green Goods Man is 


Sentenced Today 


IS FINED 
FIVE HONORED 


Prisoner Will 
S p it 
the 


Mixt Year in Milwaukee 


House of Correction 


HIGHSCHOOL 001- 
CLRSS CALEDONIA 


In the opening football game this 
afternoon between Caledonia and La 
Crosse high schools, the La Crosse 
team clearly outclassed the Caledonia 
team in the first half 
H a rry Taylor. 
Capt. Jack Dahlgren and Joe Fowler 
made touchdowns, making the score 
at the end of the First half 15 to 0 tor 
La Crosse. 
Umpire. Spence, and referee, Peter 
Riley. 
Second Half 
In the second half La Crosse made 
the score 33 to o. 
“Swede’’ D ahlgren 
made the first touchdown and Jack 
Dahlgren kicked goal. 
Joe 
Fowler 
made the second touchdown and Jack 
Before the physician arrived the wo- Dahlgren kicked goal 
again. 
Jack 
man had administered milk as an an-J Dahlgren then made 
a 
touchdown 
ti dote in an attempt to save her own I himself, kicking goal, m aking the final 


lite. 
T he effort was in vain for neither 
with the assistance of Dr. S torm ont 
or the effect of tile milk, was Mrs. 
Davis able to live. 
Before dying Mrs. 


D a v i s informed her husband of her 
fatal mistake. U'c had been sum m oned 


score 33 to 0. 
The visitors were c o m ­ 
pletely handicapped at all stages of 
the game. 


O ff ic e r s of the new U nity lodge, se- to her bedside when it was seen that 
lected early in 
September, and in- she was dying. 
stalled last night are: 
I 
T h e strychnine had been in 
the 
Chancellor 
com m ander — E. 
J. » muse for some m onths and the bot- 
Wiles. 
Vice chancellor—F rank Gessler. 
M aster of w ork—G. Hudson. 
M aster of finance—G. Groezinger. 
M aster of exchequer— J. D. Vaughn 
M aster at arm s— P. IT. Sheldon. 
K eeper of r e c o r d s and seals— L. J. 
Roberts. 
Inner g uard—Ja m e s Norris. 
O u te r guard— C. W . Holtz. 
Past chancellor com m anders — A. 
De Pierre. Klias Jones. Ira Richards. 
Representative to grand lodge— Dr. 
A. Dc Pierre. 
T ru stee s— Ira Richards, Elias Jones, 
H u g o Hussa. 
Special from La Crosse 
\ special train, conveying the I.a 
Crosse knights— 150 iii n u m b e r— from 
the three local lodges, left the Mil­ 
waukee station at 7 :T5 ’ast night and 
arrived iii B angor at 8 o ’clock. 
The 
visiting knights were greeted at the 
station by the Bangor band and a re- 
ception committee of the new lodge 
and were escorted to the opera house 
by the band and uniformed rank. 
T he first two ranks were conferred 


(Continued on page .<.) 


Ic was labeled plainly. 
Mr. Davis 
lad forgotten about it as had Mrs. 
Davis, this probably leading to the 
ice ident. 


ELKS’ CLOD FURR- 


Exalted Ruler R. T. Case has ap­ 
pointed the following committees to 
have charge of the selection and p u r­ 
chase of the furniture of the 
new 
Elks’ club: 
General 
purchasing 
com m ittee— 
Percy C. W iggenhorn, chairman, O. 
J. Oven. John P. Salzcr. Joseph Skin­ 
ner, W. V. Kidder, R. T. Case. 
Special 
furniture com m ittee—John 
A. 
Elliott, chairman, David Meyer, 
Sam T.a Chappell?, Will A. W ig g e n ­ 
horn, Paul Roberts, R. T. Case. 
T h e chairmen of the tw o c o m m it­ 
tees will call meetings within a cou­ 
ple of days to prom ulgate plans. 


“ALL-WIS” GAME 


Tomorrow' an all W isconsin base­ 
ball team will meet an all Three Eye 
league nine iii an effort to decide the 
playing superiority of the two lea­ 
gues. 
T h e game will be played on 
one of the parks of the semi-profes­ 
sional team s in Chicago. 
John T. Powers, president of the 
Wisconsin State league, arranged the 
contest. 
T he all 
W isconsin 
team 
contains Bubser. Medwytzky. George 
and K onetchy of tile La Crosse team. 
George will pitch the game. 
T h e rex 
maining players will be chosen from 
the ranks of 
state 
league 
players 
spending the winter in Chicago. 
A 
strong line up is assured, several of 
the best players in the league p r o m ­ 
ising to lend their services. 


• • • • • • • • 


w arm er tonight and 


• • • • < 


Fair and 
Sunday. 
Coolest, 37: warmest, 56: wind, 
3 miles. 
T h e river will fall slowly. 
Stage of water 6.2, a fall of .r. 
• • 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 


E. M. Behr, convicted by a jury in 


United States court of using the mails 


to defraud in a scheme which netted 


him over $25,000, was sentenced to 


one year in the Milwaukee house of 


correction and to pay a fine of $500 


bv Judge Sanborn today. 
A ttorney 
* 
C. L. Hood, defending Behr, made a 


motion for a new trial which was de­ 
nied. 
Behr appeared in court this m o rn ­ 
ing ready to have sentence pronounc­ 
ed. 
Little was said to the court, the 
maxim um fine being imposed and the 
sentence of one year in prison p ro ­ 
nounced. 
Immediately after the m o ­ 
tion for new trial was denied, Behr 
was taken to the county jail by Depiw 
tv United States Marshal Jonas. 
At 
noon today the prisoner was taken to 
Milwaukee to begin his sentence. 
The fine of $500 will be paid. Behr 
deposited $750 in cash for bail bond, 
which will allow his paying the fine. 
The prisoner also prefers to do this 
to working out the sentence. 
F o u n d Guilty 
Behr was 
found guilty yesterday 
afternoon by the jury atter being out 
about half an hour. 
T h e verdict was 
announced in yesterday’s Tribune. 
W h e n the jury returned its verdict 
the defendant and wife sat unmoved, 
evidently expecting a decision against 
the defendant. 
W h e n the verdict was 
read the defendant made no move. 
T h e trial of Belir has been watched 
with great interest in the city and lite 
entire state. 
T h e cost to the g overn­ 
ment is estimated at $2,000 or over, 
witnesses being b ro u g h t from almost 
every state in the union. 
Mn ny tra v ­ 
eled over t.ooo miles from their hom es 
to give evidence against Behr. 
George Draper. Dewey, Wash., re­ 
ceived a check tor $210.10. 
Tie was 
given $205.60 for traveling expenses 
alone and $4.50 for expenses while in 
La Crosse. 
O th e r witnesses received 
am ounts almost as large. 
T h e y came 
from the southern, western and east­ 
ern states. 
T h e m ethod of Behr is an old one. 
H e advertised to scil pictures, excel­ 
lent imitations, leading his victim to 
believe that counterfeit m oney was 
meant. 
Dollar bills were enclosed to 
lure the victim on. 
W h e n the m oney 
was received by Behr, cheap e ngrav­ 
ings. not equal to the picture supple­ 
m ents in t h e . big papers, were sent. 
Accordingly the victims made c onn 
plaint. 
T h e penalty for the crime of which 
Behr was found guilty, 
using 
the 
mails to defraud, is punishable by a 
fine of from $1 to $500 and eighteen 
m o n th s ’ im prisonment, or both. 
B ehr lived in La Crosse, residing at 


52T N orth Sixth street. 
H e gave his 
occupation as a musician. 


W A N T E D T O E X C H A N G E — Disc 
records for others. Apply 427 State. 


T H E LA C R O S S E T R I B U N E 
S A T U R D A Y , O C T O B E R 6, 190& 


Report of the financial condition ^fthe j 


B A T A V IA N N A T I O N A L B A N K 


located at La Crosse, state of W is­ 


consin, at the close of business on the 
4*h day of September, 1906: 
RESOURCES. 
Loans and discounts 
$2,511,102.65 
Overdrafts ......................... 
1,291.97 
LI. S. b o n d s ....................... 
400,000.00 


Other bonds ..................... 
102,721.46 


Banking h’se and fixtures. 
75,000.00 
5 pct. redemption fund... 
20,000.00 


Cash and due from banks. 
585,091.01 


T oU l 
........... 
$3,695,207.09 
LIABILITIES. 
Capital stock .................... $ 400,000.00 
Surplus 
............................... 
100,000.00 


Undivided p ro fits.............. 
10489 52 
National bank notes out­ 


standing 
......................... 
390,00000 


Deposits 
............................. 2,794,717.57 


Total ................................. $3,695,20709 


C H U R C H S O C IE T IE S 
The W oman’s Union of the Congre­ 
gational church was entertained this 
week at the church parlors by Mrs. 
George Bradish, Mrs. John Brindley 
and Mrs. J. I. Lamb. The annual elec­ 
tion of officers was held and the fol­ 
lowing ladies were elected to serve 
another year. 
President' Mrs. John 
Brindley; vice-president, Mrs. Burn- 
|ham; secretary-treasurer, Mrs. L. C. 


I 


Colman; secretary, Mis. Oven; chair­ 
man of the committee of entertain- 
Jment. Mrs. Homer 
Hart. 
It 
was 
voted to hold a rummage sale at an 
early date. 


nished food for conversation until the 
more substantial and "of the earth 
earthy" was announced It was a nov­ 
el and pleasant innovation which all 
enjoyed. 


Report of the condition of 
T H E STATE BANK 
La Crosse, Wis., Sept. 4, 1906. 
RESOURCES. 
Loans and discounts. 
Overdrafts ................. 
Bonds 
................................„ 


Premium on bonds............ 
Stocks and oth’r securities 
Banking house, furniture 
and fixtures ..................... 
Due from banks and in 
vauIt ................................ 
$309 35174 


BIRTHDAY ANNIVERSARY 
\ party of ladies met last Satur­ 
day afternoon at the home of Mrs. 
O. J. Oven to congratulate and help 
celebrate her birthday. Among those 
present were mesdames IL J. Hirsh- 
.$ 645,87994 j he inter, Andrew Boyd, E. A. Gatter* 
®®°^5 |dam, A. Gunderson, John Otsgher. 
45,225.25 j q 
^ 
OI berg. Homer Hart. P. ll. 
*2352 Hough. 
Soderberg. 
Henry 
Guild. 
28,536.00 Jones and M’iss Robinson. 


10,000 OO 


Total ................................. $1,039,997.10 
LIA B ILITIES. 
Capital stock paid in .... 
$ 
50,000.00 
Surplus fund 
................. 
50.000.00 
Undivided profits ............ 
9,202 38 
Deposits ............................... 
930.79472 


Total 
$ I 039.997-lo 


T H E NATIONAL BANK O F LA 
CROSSE 
Sept. 4th, 1906. 
RESOURCES. 
Loans and discounts.........$2,672,571.45 
Overdrafts .......................... 
2,872.35 
U. S. bonds to secure cir- 
9 
colation ............................. 
250,000.00 
Other bonds ....................... 
201,800.00 
Banking house .................. 
50.000.00 
Other real estate....................... 
IOO 00 
CASH RESOURCES. 
L’.S.b'ds to secure 
U.S.deposits ...$ 50,000.00 
With banks . . . 640.447.56 
W ith Treas.US. 
12,500.00 
In vaults ........ 184,768.88 
887,716.44 


Total 
............................. $4,065,060.24 
LIA BILITIES. 
.............................$ 250,000.00 
............................. 
200,000.00 
Undivided profits ............ 
36,80004 
Circulation ........................... 
248,400.00 
Deposits ................................. 3,329,860.20 


Capital 
Surplus 


PICNICS AND LAUNCH 
RIDES 
A score or more people enjoyed a 
delightful picnic Tuesday at the Trear 
farm. 
Tuesday Otto’s launch took a par­ 
ty of ladies and children up the river 
there being in the party Mesdames 
Law, Moulton, Tarbox, Pinch. Lees, 
Burton. Skinner. Goddard, Holway. A. 
P. Hankerson. Marston, Mrs. Jackson 
of Eau Claire and Mrs. Brown » 
Albert Lea. 


R U M M A G E S A L E S 
An epidemic of 
rummage 
sales 
-cans to have struck the town. 
The 
W oman’s Guild of Christ church is 
preparing for one, and so also are the 
Presbyterian ladies and the Woman’s 
Union of the Congregational church. 
Every one* is requested to visit their 
attics and various closets and select 
all of their cast off effects, not for­ 
getting the numerous closets and se­ 
lect all of their cast off effects, not 
forgetting the numerous straw hats 
“for men and women." which will 
come in handy for next season, as 
well as all foot gear, party gowns, 
etc., and send to the place of sale. 


TIE A STRING AROUND YOUR 
FINGER 


so as to remember that our NEMIER 
GINGER ALE is something that you 
cannot very w ell do without. 
We 
want to be favored with your or­ 
ders for a ess? of NEBUER GINGER ALL 
You will like it once you taste ii. 
Our airn is to satisfy our customers 
and this is 
always accomplished 
when they drink NEBUER GINGER ALL 


NORTH SIDE BOHLING WRS. 


D I 
ROSE 
STREET. 
BOTH PHONES 


"H E N P A R T Y " 
Thursday 
Mrs. E. A. Gatterdam 
and Mrs. ll. S. Burroughs went to 
Galesville where they attended a very 
unique company given by Mrs. Ben 
Davis. 
M r\ Davis’s pet bobby is raising Jing 
poultry, and chicken was served up in 1 morning 
various courses and in various ways. 
To begin with upon her arrival, every 
guest was precented with a needle, 
thread and piece of muslin and in- 
tructcd to make a chicken, or best 


PERSONALS 
Miss Elsye Forrester left tlii?* week 
tor Chicago where she has taken a 
position for the winter. 
Miss For­ 
rester has just returned from Parts 
where she spent two years studying 
French and music. 
Mf. and Mrs. J. IL Wheeler who 
have spent the last three years in 
Elkhorn have decided to 
return 
to 
this city and will reopen their house 
on Cass street. 
Mrs. Marston is entertaining Mrs. 
Dr. Brown of Albert Lea. Minn. 


Mrs. T. H. Head, nee Miss Sadie 
Masterson of Kalispell. Mont , is visit­ 
ing friends in the city. 
Mrs. diaries Forbes who has been 
the guest this week 
of 
Mr. 
Alex 
Forbes and Miss Elizabeth Forbes 
has returned to lier home at Elkhorn, 
Wis. 
Miss Sophie Berger w h o lias been 
spending the summer in New York 
and taking in several of the water- 
places 
arrived 
home 
Monday 


low* 
r0l3TA*CU 
lit LLP* Owl} 


Miss Juliett Harris of Chicago who 
spent the summer with her 
sister. 
Mrs. M. Berger, left for her home 
early iii the week. 
Mrs. \V. D. Fox and daughter who 
representation of one that she could, were visiting friends in the city re- 
MY- Burroughs won the prize for em- turned to their home at St. Paul Mon- 
broidering the most perfect one. 
A|da> 
guessing contest came next and con-j 
Mr.‘ 
sisted of a neatly arranged pamphlet 
with questions pertaining to the chick­ 
en race. The guest cards were in the 
^hape of small chickens with* beauti­ 
ful and touching sentiment that tur- 


D. P. Smith has gone to Min­ 
neapolis for a few weeks visit with 
relatives there. 
The ladies Society of the German 
Lutheran church held a sociable in 
the church parlors Thursday. 


A v 
Telephone 
Does This 
For Your 


ll act* as your mtuea&r. 
Does your shopping. 
Save* Time. Money and W ofiy.^ 
When necessary it connect* yoojinth 
the doctor immediately. 
L* Its convenience is invaluable.^ 


.Get rates hem the local attagal) 
X Wisconsin^ 
Telephone 
Company 
I # 


Church and the Sunday School.” Sun­ 
day school with Rally Day exercises 
at noon. 
Epworth league 
at 
6:30: 
leader. L. VY. King; topic. "The Grace 
of Giving." 
MAtsic tomorrow as fol­ 
lows : 


Duet 
MORNING 
’Where is the Cold Heart.” 
............................ from 
Stabat Mater 
Mrs. T. V. Uttley and Mis- Lindsey. 
Solo—"The Lord is My Shepherd.” 
......................................................... Twiddle 
Mrs. T. V. Uttley. 
EVENING 
Trio—"Protect Us Through the Com­ 
ing 
Night," ................Cursehmann 
Miss Lindsey. Miss Vail Warmer and 
Mr. Kerr. ~ 
Quartett—"Even Me." ...JAG, Warren 


Total .................................$4,065,060.24 
UNITED STATES DEPOSITARY. 


Exchange State Bank 


N O R T H L A CRC SHE. 


Capitol................... $25,000.00 
Surplus................. 
3,000.00 
A genera Blanking business 
transacted. 
O f f i c e r s —J. E . Wheeler, pres.; 
Orlando Holway, vice-pres; Jus. P. 
Ochres, cashier; Robt B. Lowry, 
ass’t cashier. 
Directors — J. E. 
Wheeler, Orlando Holway, VV. R 
Tech a ruer, Win. F. liohres, H. J . 
Wait# 


ATTHECKURCHES 


! 
German Methodist church, 
corner 
(Seventh ami Ferry streets J. L. Parz- 
I lait pastor. Sunday school 9:15 in the 
morning. 
Sermon 
10:30; 
Epworth 
league 6:45 in the evening; preaching 
7:50 
Rev. VV. IL Robing, presiding 
Christ church. Ninth and Main. C- elder of the upper Iowa district a id 
N. Moiler, rector. 
The Holy Euchar­ 
ist. 10:30; processional, 459; Kyrie, 
Gloria Tibi. Gratias Tibi, in E fiat. 


former pastor of this 
church 
will 
preach in the morning. 
Mr. Paul T. 
Schulze will sing. 
Rev. Wesley Bell- 


A tit ll cm 


A NEW ARTICLE 


Patented 
Ko*. 37, 1900 


“ N O V E N T 


9 9 


The New Glove-Fitting 
Petticoat of Fashion 


This is not an ordinary knit 
top petticoat 


FOR SALE ONLY BY 


K N I T E S E N 


- A T - 
REITZELL 


Unlucky Number for Dakota Worn:rn. 


Eyre. Credo. E flat. Eyre* Hymn Be- ing from 
Redfield. S. Dakota, will 
ifore Sermon. 412; offertory, anthem ; j preach in the evening. 
Til arc invited. 
iSursum Gorda. Sanctus. Benedictus. I 
First Methodi-t church. Eighth a id 
I Agnus Dei. Gloria in F.xcelsis. in E ;K ing streets. James VV. 
Irish. 
231 
flat. Lyre: recessional. 460. 
I South Eighth street, pastor. 
Class 
Program of the special musical ser- j meeting at 0:30. 
Morning worsjr'' a; 
; vice at 7 45 P m. 
,10:30. 
Subject 
of 
sermon, 
"Tile 
i Processional ..................................... 493! 
■ • 
. 
-------- 
Magnificat Nuc Dimitti rn I)............. 
j 
T H IR T E E N YEARS 
........................... Marks 
‘Sing Alleluia Forth,” .. 
I 
.............. 
Buck 
I 
The choir. 
, Baritone solo "Total Eclipse," (Lam- 
j son > ......................................... Handel 
Mr E. O. Forseth. 
i Anthem.—“ By Babylon’s Wave” .. 
.......................................I . .. Gounod 
II Organ Solo—Air from Samson 
and 
Dclila ............................... Saint Saens 
Soprano Solo.—“ Elizabeth’s Prayer" 
j (Tanhauser) ......................... Wagner 
Miss Ida Aiken, 
i Anthem.—’“ Lead Kindlv I.iglu” .. 
j 
...................................................Gillet 
.. 
Organ postlude.—“First 
Movement, 
Fifth Quarter" 
............ Guilmnat 
I 
. 
Harry Packman, organist and choir­ 
master. 


First church of Christ. Scientist, 
King between Fifth and Sixth streets. 
Serv ice s .it 10:30 a. in 
Subject . "Are 
I Sin. Di-ease and Death Real?" Read­ 
in g room open daily from 2 to 5 p. rn.. 
in tile church. 


Y M C A men’s meeting. Address 
by Charles Pitchier, assistant Y. M. 
IC. -V. secretary for Wisconsin. 
Held 
in the Association Hall. Sunday af­ 
ternoon 
at 4 o’clock. 
The 
singing 
will be led bv a male chorus 
All men 
I 
, 
# 
•arc invited. 


; 
North Fre-bvterian church on Avon 
and Logan Erects. VY. J. Turner, pas­ 
to r. 
Morning 
topic. 
“The 
Tenth 
»Man." 
Children’s scrmonette. “ How 
‘the VY>orm got in the Apple." 
Even- 
1 mg topic. "Is Our Savior Coming 
Again5" 
The young peoples 
choir 
with Leland Widrick as organist will 
lead the -inging at the evening ser­ 
vice. 


The question whether the number 
"13" is really more unlucky than a ly 
other number has never been entirely 
settled iii everyone’s mind. 


A So. Oak. woman, after thirteen 
years of misery from drinking coffle. 
found a way to break the "unlucky 
spell." She writes: 
"For thirteen years I have been a 
nervous wreck from drinking coffee. 
MV Ii ver, stomach, heart—in fact, my 
whole system being actually poisoned 
by it. 
"Last year I, was confined to my 
bed for six months. Finally it dawned 
on me that coffee caused the trouble. 
I hen I began using Postum instead 
of ordinary coffee, 
but 
with 
little 
faith, as my mind was in such a con­ 
dition that I hardly knew what to do 
next. 
’Extreme nervousness 
and 
failing 
eyesight caused me to lose all c o u r ­ 
age. 
In about two weeks after I quit 
coffee and began to use Postuni. I 
was able to read and my head felt 
clear. 
I am improving all the time 
and I will be a strong, well woman 
yet. 
“I have fooled more than one per­ 
son with a delicious cup of Postum. 
Mr-. S. wanted to know 
where 
I 
bought my fine coffee. 
I told her my 
grocer had it and when she found out 
it was Postum she has used it ever 
since, and her nerves are building up 
fine. 
“ My brain is strong, 
my 
nerves 
jsteady. my appetite good. and best cl 
all. I enjoy 
such 
sound 
pleasant 
sleep 
Name given by Postum Co.* 
Battle Creek. Midi. 
Get the 
little 
book in pkg , “The Road to VV ell 
villc." ‘ There'- a reason.” 
I 


English Lutheran Church of 
the 
Holy Trinity. West avenue and Ferry 
street. Rev.' J . J. Clemens, pastor.— 
Sunday services jo 45 a rn. and 7:45 
p. rn., Sunday school 9:30 a. in.. Luth­ 
er league 7 p. rn. 
The seventeenth 
Sunday atter Trinity is visiting day 
in the Sunday school. 
Parents and 
others interested in Christian educa­ 
tion are invited to visit the Sunday 
school. 
Children’s autumn festival at 
10:45 a. rn. 
Singing and speaking by 
the children. 
Luther league 
topic, 
“Confession and 
Vbsolution; 
Augs­ 
burg Confcsion 
Art. XL" 
Leader. 
-L : go Yor.ngbcrg. 


First Congregational church. Main 
and Seventh streets, Henry Favillc. 
pastor.—Worship 10:30 a. rn. and 7:30 
p. rn. Preaching-by Rev. F. VV. Walk­ 
er Pugh of Sparta, W is., both morn­ 
ing and evening in exchange with the 
pastor. 
Sunday 
school 
at 
noon. 
\ oung People’s meeting 6:30 p. rn. 


S T O C K 
C O M P L E T E 


I N ALL L IN E S F O R 
F A L L B U S I N E S S 


IT 'S 
U P 
T O 
Y O U 


Our Popular Dress Goods 


SILK S 
Just rcciiveil one new ot 
urn! 
F;im*v 
Silks, evt rv yd. worth $1.00, on special sale a t 
1 


SIL K S 
Another big value. 
We feel confident when 
we ^ay we 
have the hest 3G in. black taffeta, every yd. guar- Q O ^ 
anteed to wear, worth §1.25, our special price, vt!. . V ” ** 


W O R S T E D G O O D S 
We have an exceptionally large variety of Mohairs and 
wool mixed suitings, regular 50c cloth, special 
for this sale, per \ d ............................................................... 


I M P O R T E D M O H A I R S 
In all the new plain and fancy mixtures, a good 
f±C£/* 
reliable Toe cloth, per yd. af......................:..................... a ✓ v 


S H A D O W P L A I D S 
The newest material for suii.saml skirls fib in. wide Q Q r 
every yd. worth $1.25, spe iai at per y d .....................\J J 


P L A I D S A N D C H E C K S 
50 and 54 in. plaid-*, checks and mixed suitings, our en­ 
tire line in all the popular styles, worth $1.25, 
Q P / 1 
at ner yard.................................................................................✓ O C 
a 
J 


S H A R K S K IN 
ll in. silk and wool shark skin, regular $1.25 
7 
o 
va I us at per yard............................................................. 


E X C L U S I V E D R E S S P A T T E R N S 


Including fancy voiles, wool and silk batiste and silk 
coli lies, ranging in price, 
C -J 
Cf 2? 
C A 
per yard from!..........................$ 1 . U U I O 


19c 


Fall and Winter Underwear and Hosiery 


Ladies’ 
Fall 
and 
'Vinter 
Union Suits iii col It ii ribbed 
at each 
50c, 79c, 89c and 98c 


Misses’ and €hi!dren’s Union | l adies’ 
fancy 
and 
plain 
Suits in fleeced ant] cotton 
rib he I. at eat-Ii 
39c, 50c and 79c 


Hosp, new patterns 
sneeiaI a t ......................... 50c 


Ladies’ Silk and H’oel Union 
Hosiery. 
On. lot of ladies’ Ladies’ and children’s cad. t 
Stills, in line l i b b e d , j u s t iii 1 
fancy lace and cud r *dericd 
thing for Fall and 
W inter ; Hose, values from $1.00 to 
wear, at from 
^ 
Q j $1.25, special at 


H<>-e, just 11 ie tiling for good 


each, up t« ? 4* * « *** w j per pair.... 


i 
f*1* 
3 Hi IffcSL j.Tt'i £36BBHB8HBE53H08 


i f 
practical wear, at 
*■* 
Der p a i r ................................25c 


hirst Presbyterian church. King ami 
Sixth street-. Rev. J. K. Fowler, pas­ 
tor.—Pastor’s address, welcome 
rd* 
members and 
communion 
in 
the 
morning. 
At night the fourth ser­ 
mon on the apostles’ creed. "I Be­ 
lieve in the Holy Ghost, the oHpe of 
the World." 
Evening anthems from 
Buck aud Shelley. 
Sunday sctiool at 
fj rn., Y. P. S. C. E. at 6:30 p. rn. 
Grace Chapel school at 3 p. rn. 


Bronchitis for Twenty Years 
Mrs. Minerva Smith, of Danville, 
111., writes: 
"I had bronchitis 
for 
twenty years and never got relief until 
I used Foley’s Honey and Tar which 
is a sure cure." Sold by O. T. Erhart. 


PRINCE NICHOLAS 
65JEARS OLD 


(Tribune Special Service.) 
\ IA NNA. Oct 6.—A dispatch from 
Cettinje sa vs that great preparations 
have been made throughout Monte­ 
negro for tomorrow*- festivities in 
celebration of the sixty-fifth birthday 
of Prince Nicholas, the ruler of Mon­ 
tenegro. and the father-in-law of King 
Yietr Emmanuel 
of 
Italy. 
Prince 
Nicholas was born Oct. 7. 1841. and in 
i860 was proclaimed prince of Mon­ 
tenegro, as successor *>i his uncle, 
Danilo I. 


MILLINERY DEPARTMENT 


Loginning Monday we Mi ow an entire lim1 of new styles in 
readv-to-wcar and afreet H ats at from (J$e to $5.09 
Our French Room 
We extend a special invitation at ah times to tile ladies of 
La Grosse and vicinity to ln-peet our 
(P C 
C / & A 
pattern hats, ranging from each...................if} 
t i J 
N e w Trim m ings 
The new Fall trimmings consist ol a beautiful assortment of 
grapes, flowers, foliage, wings, cot] ii es, ostrich goods, orna­ 
ments and ribbons. 
See our special It) in. 
C ^ 
ostrich plume in all colors, at each.............................tP<J» I *2 
Untrim m ed Shapes 
We have all tile new styles in ready- P A ^ 
Aft} 
to-trim shapes, each at from...................J u t h (J 
Chi d ren’s Sehool Caps 
A big variety to choose from, 
at up from..................................................J m J C p +& 
^ p 


Respectfully yours, M A D A M E. C O N K L I N . 


SPECIAL ORDER 
D E P A R T M E N T 


W e want to say 
to those desiring 
exclusive individ­ 
uality in Millinery 
we are prepared 
to make all special 
designs to order 
Cd •" 
and have 
many 
new ideas and sug- 
gestions to offer. 


C L O A K S 


This coming week we oiler special values 
1 1 mixtures, Sis.ro to $*20.OO values 
......... $15.00 
A U T O M O B IL E C O A T S 
We are showing some swell new Auto-Coats in 
pretty grey plaids, 60 in. Jong with detachable 
hoods lined with grey plaid silk 
A beau- PIQ QQ 
111 ii I ai well as serviceable garment, price v l u i U U 


S U IT S 
The suit season is on and we are showing an elegant 
line of high class tailor made garments. 
As for 
style we are ‘ strictly in it.” Our store is known as 
the place where “ Fashion Reigns.” 
Ladies come 
here to get the styles. 
Special sale this coming 
week on one lot of attractive tailor-made CIK HH 
suits at......................................................................gl Di UU 


a n X ’ Voiles* “ T f " ‘!e*,*ns 
b!*,-k Pa'iam a Violin 
P'aUK 
IWiifs/lirowhs a n d V e n * 
aU" 
ran ore un nim 
p. ices 


Basement 


Remnants of Idledale cambric 
from 2 to 15 yd lengths regu­ 
lar lo c value at 
9c per yd. 


30 in. good quality bleached 
muslin troll "I to IO yd. lengths 
values worth I Ce at 
5c per yd. 


C O T T O N B L A N K E T S 
Exceptional values from 
4 9 c up to $ 3 .5 0 per pair 


W O O L B L A N K E T S 
All 
tile 
hr st values 
at from 
$ 4 .5 0 to $ 1 0 .0 0 per pair 


C O M F O R T E R S 
All the new 
sanitary 
makes 
ranging from 
9 8 c up to $ 6 .0 0 each 


G R A I N B A G S 
Stock A grain bags 
19c each 


F A N C Y C H I N A W A R E 
A big new assortment to retail 
A t 10c each 
U N D E R W E A R - H O S I E R Y 
One lot of odds and ends in 
broken sizes of fall and winter 
goods to be closed out regardless 
of cost. 


Tim styles in clonks were never so pretty and attrae ive as they are this season. 
The 
variety of styles is so great that we could supply every lady in the cite with a cloak and 
have no two alike and Ila vc every one pleased. 
Fancy mixtures are good this season. 
We are showing them iii great varietv of styles 
in (lie long loose coats: some are plain and others trimmed with str.ips'of the same material' 
Others have touches ol colors to liven them up. 
Every woman should have one of ‘he-f 
serviceable coats. 
W e have the correct styles always. 


F A L L J A C K E T S 


Jackets of hip teic>t!i for early Fall w a r ar- shim I . 
V '* y 
a w L ; v “ ,"„Y. 


range 
up I rom!.....-." .-..T I .? ’ " ! ! ’ ’ 
$5.00 
When you need a new Petticoat, call and see the new “ N o v e n t ’ ' ne'ticod 
T I • 
• 
new article you see advertised in tile Ladies’ 
Home (omn-il 
i 
P tK a,L 
Plus is die 
are sole agents in La Crosse for them. 
’,0U,ndl 
i" ''1 0llt(r 
We 


H E E TO YOO 
I T S t S iu l 
M 
m 
t a a l t q 
•rn 


I know woman** mffsrlm 
' 
15 m ^ h f c S ^ ^ r t u w . 
m urn 
«nM. 
CARD PARTY AT ONALASKA 
Tuesday Mrs. A. Milhright 
and 
Ut!* cure — yon, nay reader, for yourself. your Mrs. J. ML Pierce entertained at a 
daughter, your mother, or your sister. 
I want to I 
. 
, 
, 
tell you bow to cure yourselves et bone without 'card party at the home of Mrs. Pierce 
the help of»doctor. Mea ran t understand worn- I • 
Onalaska It was a farewell 
for 
en 8 sufferings. What we women know from es* |,n 
'naiasha. it wa* a iar*.weu 
lur 
^ettCTV1*®•?* to***- I ta jw 
Mrs. VV. VV. Schall who is soon to 
th at to r home treatm ent is a safe and sure cure for 
1 
_ 
Leucorrhoea or Whitish ditcharges,Ulceration,Dis- ; remove to Seattle. 
The prizes were 
or PalataliierM^l^r^Ms'or^aiLsTwBonTor )taken by Mrs. Schall and Mrs. Frame. 


b 
^ 
r 
t 
S 
* 
l 
o 
t 
? 
l 
T, " ’s<f l,rcs*"* w' rt‘ 
Mesdames 
Ing up the spine. melancholy, desire to cry, bot 
I Horner, H erscher, Newell, Aldrich, 
flashes, weariness, kidney and budder troubles , 
... 
„ , 
. 
'’ 
.. 
where caused by weaknesses peculiar to our sex. Lester, VV. L. Barber, L. B. Cox, M. 
I»anttosenaroua«mWtaU U .< l.y»-t«.t*« M_ Btm, 
KuKene Gleason. A. N. 
entirely free to prove to you that yon can cure 
yourself ut home. easily, quickly and surely. 
Bi 
‘ *' “ 
.ugene 
.. - ... v - 
- 
7— - Moore, VV. F. Frame, ll. 
S. 
Rur- 
Jemember, that It w ill cost you not bing to give the 
, , 
treatm ent a complete trial: and if yon should wish to continue, it uillcost you only about ll 
roughs. Otto Moos, Keene, Swarth- 
cents a week, or less than iwo cents a day. It will not interfere with your work or occupation. 
»« 
t> 
. - m i 
i 
m 
Just send me your name sod address, tell me how yon suffer if you wish, and I will send you the 
o u se * Mrs. B reze oi Milwaukee, M rs. 
treatment tor your case. entirely free, in plain wrapper, by return mail. I will also send you (roo 
..„.i vt*- 
ut cost, my book-” WOMAN'S OWN MEDICAL ADVISER- vithexplanutory ilXstrat^nVishow. 
" * rn e s of Rochester and MTS. Cast­ 
ing why women suffer, and how they can easily cure themselves at home. Every woman should 1 of Baraboo, 
have it, and learn to think for herself. Then when the doctor says—"Yon must have Mi opera* i 
*i„„ -I you can decide for yourself. Thousands of women have cured themselves with my home 
------------ 
tion. ^ 
P 
H 
H 
remedy. It cures all. old or young. To Mothers of Daughters, I will explain a simple home 
treatment which speedily and effectually cures Leucorrhoea. Green Sickness and Painful or 
Irregular Menstruation in Young Ladies. Plumpness and health always result from its use. 
Wherever you live. I can refer you to ladies of your own locality who know and will gladly 
tell any sufferer that this Home Treatment really cures all women's diseases, and makes women 
well, strong, plump and robust. Ju st send me your address, and the free ten davs’ treatm ent la 
yours, also the book. 
Write today, as you may not ace this offer again, address 
■IRS. MI. SUMMERS, Box 4 2 7 * 
• 
• * Notre Dame, In d .,lf. S. A* 


JOHN A. REESE 


io m eo pa th ic 
p i y s k i a * & 
s in geom 


107 RL 4th Street. 


V iv Phone S99-A. 


“Watch the Kidneys” 
j 
“When they are affected, life is in 
i danger,” says Dr. 
Abernethy, 
tho 
I great Fnglish physician. Foley s Kid- ' " n 
nev ( lire makes sound kidneys. Sold 


RIVER EXCURSIONS 
Thursday Capt. AY. A. Thompson 
I took a party' on the Alert up the river 
las far as La Moille and return. Among 
jthose in the party were Mr. Thomp­ 
son of Nebraska and Miss Kane of 
Indiana, Mrs. Cunningham, Mrs. F. 
ll. Hankerson, Miss Georgine 
Mc- 
| Donald and Capt. and Mrs. Thomp- 


to m o o r e 
" i n p i i ” 


(Special Tribune Service.) . 
BOSTON, 
Mass,* 
Oct. 
6 —The 
United Irish league of Boston has 
completed elaborate preparations for 
the demonstration to be given in the 
Boston theater tomorrow in honor of 
T. I’. O ’Connor, 
the 
distinguished 
Irish parliamentarian and journalist, 
who came to this country to attend 
the recent Philadelphia convention of 
the United Irish League of America. 
Mr. O ’Connor will be accompanied by 
the Hon. Edward Blake, M*. P. 
The 
first of the coming week Mr. O'Con­ 
nor will go to Canada for a visit of 
ten days prior to his sailing for home. 


by O. T. Frhart. 


A “sure thing”—Tribune want ads. 


A party left this morning for St. 
Paul on the government boat Gen. 
McKenzie and wil be absent a few 
davs. 


I 


■ a i t M i — 
» 
SAVE TIME BY 
NOT TAKING 


Those steps between the rantfe and ironing board 
for trip aft r trip and ironing days w ithout end. 
A re they worth anything to you? T hey are ab­ 
solutely unnecessary. 


M ake that tiresome work a pleasure by using an 
electric flat iron. 


W o u ld you not consider ironing almost a pleas­ 
ure when it can be finished quicker, done cheaper, 
cleaner, easier, better and w ithout heating the 
room? 


I 


D INNERS 
Mr. and Mrs. \V. R. Hyde enter­ 
tained Friday evening at a dinner in 
honor of their daughter and husband, 
Mr. and Mrs. Canright <>f Fairmont, 
(Minn. 
The guests present were the 
Misses Nellie Jacobs. Susan and Ma­ 
rie Watson. Pm rn a and Irene Hyde, 
Mr and Mrs Canright. Messrs. 
\. 
Taggart and W illard Olson. 


One Woman's Experience 


Denied herself the use of an Elec­ 
tric Flat Iron for over a year because 
a neighbor told her ii was so expen­ 
sive. 
Finally after much persuasion 
she allowed an electric fiat iron lo 
be installed. on 36 days trial aud 
foc.id it considerably less expensive 
(Sian slated. 
Now she regrets thai 
she did not make the trial a year ago. 


Miss Marion Oswald entertained at 
dinner in honor of her sister. Mi>s 
Oswald who left tor lier home 
at 
Rochester, Minn, on the 
following 
<lay where she i> soou to he married. 
The table decorations were pink and 
white cosmos. A musical program by 
the Misses Mae Jackson. Grace Mc- 
Lindon and Kila Nenhs followed the 
dinner which added greatly to the 
evening's pleasure. 
The guests were 
the Misses Grace McLindon, Verna 
Van Wormer. Helen and Till ie Ma* 
jor. Mac Jackson. Ella Nenhs. Cora 
Frey. Louise Stork, essie Beck. Ed­ 
na Richert, Mattie Oswald, Mesdames 
I red Hartwell. B. S. Steadwell, Mrs. 
Will Sparling and Miss Thomas of 
Trempealeau 
The Misses Stuve and 
Caroline Hanson assisted in the serv­ 
ing. 


W ODDHARM WEDDING 


(Special Tribune Service.) 
PH IL A D EL PH IA , Pa., Oct. 
6.— 
St. David’s church, Radnor, was the 
scene of a large and fashionable wen­ 
ding today, when Miss Dorothy I.eib 
Harrison became the bride of Capt. 
W alter Abbott Wood. 
The bride is 
the daughter of Charles Curtis Har­ 
rison. a man of great wealth and for 
many years provost of the University 
of Pennsylvania. 
The bridegroom is 
a son of the late Congressman Wal­ 
ter A. W ood of New York. 


Mrs. M. J. La Court of Caledonia 
street, has returned from an extended 
trip with relatives and friends at New 
York City. 
Miss Edna Borreson of Caledonia 
street, who is teaching at Pine Bluff. 
Minn, is visiting at home for a few 
days. 


o ne presented at tin* La Crosse 
theater tonight and matinee, comes a 
farce, in the broadest sense, without 


a word of suggestiveness and without 
a commonplace situation from 
the 
rise to the final fall of the asbestos. 


It is "My Wife’s Family,” Stephens 
and Linton s musical farce comedy, 
a melange of comedy, singing 
and 
dancing. 
That old story of a hen­ 
pecked husband, the more than usual­ 
ly obnoxious mother-in-law. and the 
family of brothers and sisters, cousins 
and aunts, and so on, 
all served up 
iii a new dressing, so 
bright 
and 


A STI P-SADV DFAldNSTR AXIOM AT OUR OFFICE 
IA FRY DAY. 


Our Proposition. 


ll 


W e will five One Dollar’s w orth of current free 
to every u>er of "Wisconsin service who purchases 
an electric flat iron before Oct. 10th. 
W e a ls o 
allow 30 davs free trial, hut order your iron before 
the U t h . 
Call at our office and see the Electric 
flat iron demonstrated. 
Every day from I P. M. 
to 9 P. M, 


WISCONSIN LIGHT & 
POWER COMPANY 


Both Peones 271 318 Main St. 


Sales Department Open Until 9 P. M. 


HIGGINS A ND PH E L PS 
Merry mirthmakers a t the Bijou this week. 


i v 
_______ 


MB 
- 
. . . 
AFTER SUITER SALE 


v it 
LADIES’ COATS 


A real stunner, full ripple sweep, 50 
inch long coat, made of storm serge 
and heavy beaver cloth collars 
anti 
cuffs, made of velvet or trimmed with 
braid, black and 
A AA 
colon., only 


C I/in T C Our special big range of styles in all 
31111113 weaves, worth $7.50, after 
tfC AA 
Supper Sale, at each........................ 
tpt/avv 


LADIES’ UNDERWEAR 
*5 £ 
shirts and drawers*, after supper sa le .................... 


DI 
Ain U /iIC T IM fi Fall 
weight, 
washable 
PLAID WAIj IINU plaids for waisting, 
look 
like $1.00 values, 
IQ ^ 
After Supper Sale per yard.......................................... 


OUTING FLANNEL 
""■■jj; 


Alter Supper Sale pen’ yard.......................................... 


Tag? 


f o 
e 
U 
Y 
w 
v 
g 
is 


Cor. Uh and Main. 
AH Cars Start and stop at this store 


- A . 
OWN YOUR HOHE! 


FOR SALE. 


Two fine and valuable propertle« 
on A'est Ave. honth. MU8T be 
sold. 
Mo lent House with City Hot 
W itter Heat, Barn; desirable and a 
Barka n. South Eighth Street. 
Fine House, 
with barn, east 
front on South Ninth Street. 
Above are three only of many 
desirable properties*. 
J. H. Lightbody, 


325 Main Street. 


Alfred Mekvold, the well 
known 
bowler of the North side, has returned 
from Minot, N. I) , where he has been 
employed in the harvest Fields 
for 
some time. 
Ile ran a sliver into hiss 
right hand some time ago and it will 
no doubt he some time before he can 
resume howl nig. 


George Overturf 
is 
here 
from 
North Dakota where he has been en- 
gaged'for the past few months in the 
harvest fields. 


Miss Evelyn Huntley is visiting at 
her home on Berlin street from Ban­ 
gor where she is teaching. 


SPEEDY RELIEF 


G L A S S E S 
H E A D A C H ES YIELD 
W h y do you suffer? 
Eye Strain Make Diseases. 
H. C. EVENSON, 
"Made Good for Gov. Johnson” 
EYESIGHT SPECIALIST 
: A T PA R K ST O R E . . 


Knit 


Petticoats, all 


wool, at 


50 c to $ 1 .3 8 L. COREN 


W E SELL T H E M —W . C. C . C O R SE TS 


N ew Line 


of 


Stylish 


"Neckwear 


W O M E N ’S S M A R T A P P A R E L 
In Strikingly Effective Styles 


At Low Prices 


that w ill be as welcom e, as the garments are pretty and 


new , everybody admits that the prices prevailing here are 


unusually low for the beginning of the season. 
({A 
'A !*; 
ii ft 


ON EVERY PACKAGE 


DID YOU SEE 
ALICE? 
Alice is at my Drug 
St<> c now, and is 
the 
latest 
French Perfume out. 
I would 
call it the finest odor I have 
ever sold. 
Ask to see it when 
at my store. 
It sells at $2.00 the 
ounce, hut you get the value. 
C H A S. 
BEYSCHLAG . 


BR EGG IST. SDS MAIN ST. 
. PINGREE GETS SEPE- 
RATION, HEI CHILD 
AHD $3,000 


•breezy that one almost forgets he ev- j 
cr heard the term “ Mother-in-law" 
before. 
The story is that of a young 
man making a determined effort to 
rid himself of tile bondage of a man 
with many relatives by marriage. 
Ile 
has one ally, and only one, and tin- 


t w o have a combination of funny ex­ 
periences and 
hairbreadth 
escapes 
which is framed up into one of the 
j most ludicrous pieces of nonsensical 
I stage productions of the decade. 
Ap- 
jpleton and Ferry, the comedians, as 
i t Ii cr husband and friend, have a dia­ 
logue, and songs and an excruciating­ 
ly funny automobile. The company is 
a strong one throughout. 


Is the Foundation ol the Marvelous Success of 
DL I RO IT, Mich.. Oct. 6.—A di­ 


vorce was granted Alice Filigree to­ 
day from Hazen Pingree, von of the 
late governor of Michigan. 
The wife 
takes the only child and gets $3,000 a 
year. 


This Tobacco is made of the Choicest V irginia and Kentucky Tobacco, selected 
For the Exclusive Use of The 
WESTERN TOBACCO WORKS 


It Excels Al! Others And 
IT’S MADE IN LA CROSSE. 


PLEASE STOP 
that cough. 
Von can do it so 
easy! 
Just 
get 
a 
bottle 
of 
GRAY’S YERBA SANTA, it s 
the 
greatest 
cough 
stopper 
known. 
I will 
gladly return 
your money, if half a bottle 
don't relieve you. 
That’s ab­ 
solute. 
50c and $ 1.00 bottles. 
C H A S. BEYSCHLAG . 
DRUGGIST. 503 Main. 


It K estimated that the great rural 
play. “Uncle Si Haskins" has been 
witnessed by more than a million per- 
-oiN and at the rate the play is draw­ 
ing this season the two million mark 
is likely t<* be reached before the sea­ 
son closen. 
There is more fun iii Uncle Si Has­ 
kins than was ever put to g g le r in 
any other single play before. 
The 
incidents are built on fact or reality 
and are therefore true to life itself. 
while the characters ficticious in the 
story become as portrayed by sym­ 
pathetic artists, distinct nattural liv­ 
ing types- such as are found every­ 
where in the country. 
It is a credit 
t* * the public’s taste that it takes so 
kindly to this wholesome drama of 
New England life. 
The production is to be seen at tile 
La Crosse theater matinee and night 
Sunday, Oct. 7- 


Tourist Coat at $7.50 


made of fancy english mixtures, 


loose back, tailored collar and 


eutis, button trimmed, an ex­ 


ceptional good value at...$7.o0 


50 in. Cloth Coats $14.00 


made of tine black kersey, loose 
back, strap trimmed of same 
material, collarless collar fin­ 
ished with 
velvet, has braid 
trimming, velvet pockets, very 
nobby, at............................ $14.00 


Stunning Tourist Coats at $15.00 


made of plaid english mixtures, extra full flare, stitched straps 
of same material entire length of garment down back, button 
trimmed inlaid velvet collar, with two rows of $15.00 
braid at 


Crushed Velvet Coats $22.50 


50 inches bing, loose hack, braid 
trimmed, lined with cpiilted satin, 
de?p shawl collar, 
a t ............................. 
$22.50 


Fur Collar Coat at $16.50 


made of fine black kers?y. loose 
back, braid fasteners, astrakhan 


collar aud cuffs, 
OIC RFI 
at o n l y .................................... O lD .J U 


Young 
Ladies’ Coat $18.00 
made of stunning plaid mixture, 
in blue or red effect, semi fittiug, 
trimmed with band of same mate­ 
rial. toned up with braid, buttons 
aud velvet to match, 
OIQ fill 
very chic, at.........................$ IO iU U 
REASONABLE PRICES FOR K I M O N O S 


C H A R M IN G STY LES. Y ou’ll need one for the Cool D ays. 


a r 
for Flannelette Dressing Saeques in 
H im st,*res. assorted colors, well 
m a d 4 
w’hiie the lot lasts. 


persian 
Monday, 
€5c 


<h4 r a for short Kituonas, made of teasle down, 
SI nil handsome oriental des gns in red aud navy, 
III I • UU trimmed with satiu to m atch.................. $1.50 
« 


n r for long Kinionas, made of fine flannelette, 
H h Pe*5*!®11 designs, trimmed with contrasting 
flannelette, at only................... 
$1.85 


$3.50 


for long Kinionas, made of crepe, persian 
designs, red and light blue ground, trimmed 
with satin, and long Kiinonas made of 
teasle down, Jap designs, satin trimmed at 
$$.50 


0 1 OC ^or sllort Kiinonas, made of flannelette and 
S I LU ^ea^ e do WTI, $ o r bell sleeves, satiu trimmed 
colors are grey, pink aud blue, a t 
$1.25 
for short Kimouas, made of teasle down, in 
Japanese design, assorted colors, trimmed 
with satin to match, a t............. 
$1.75 


for loug Kiinonas made of cotton crepe, Jap 
designs, assorted colors, satin trimmed aud 
long Kinionas made of teasle down, in light 
colors, floral patterns, choice.....................................$3.00 


$1.75 


$3.00 


(JC n i l *°r 
Simonas, m ade of teasle down, in 
UU Ull “ * ht tfreen floral effect, trimmed with per- 
giUaUU 8lan 8,ik( other style* in bird and turner 
designs, pointed hell sleeves, satin trimmed, another 
style is J a p design, trimmed with satin, bell sleeves, 
choice........................................... 
$5.00 


Im . 
T H E LA C R O S S E 1 T R I B U N E 
S A T U R D A Y , O C T O B E R 6, 1906. 


Happy! Not Drunk. 


"W hoopee, g od zigg erty I " 
yelled the man from 


B u ffalo County, as he [um ped up and cracked 


h is heels. 
A policem an ran up and grabbed and 


took him to the c a ll box. 
It took the man ten 


m inutes to e x p la in that he was not drunk, but 


ju s t hap py because he had found the 


I 


r 
L 


was a 5c cig a r instead of a 10c one. 


IT’S M A D E IN LA C R O SSE . 


A D A M E. 
FO R SC H LER , 
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B R Y A N A N D H E A R S T 


A sensation has been created in the 
N e w York 
state cam paign, and 


R. H earst has shown a depth of 
understanding 
that bodes 
him no 


larm. 
He has repudiated M cCarren 
It is 
intimated 
that 
he 
will 
also 


lenounce M urphy and will cut loose 
from 
Tam m any. 
T h a t 
is 
a 
wise 


[tep, and should make votes for the publisher. 


T h e Tribune does not agree with 
democrats 
that 
Jerome, 
Hearses 


Opponent, is a creature of the trusts. 
He is. we believe, as positive in his 


ipposition to them as is Hearst, and a better type and of wider ability 5 


towever it may be true that between what they regard as two evils the 


ists 
have 
seletced 
Jerome, 
just 
as 
the 
stalwarts 
chose 
Davidson in 


risconsin, not that they hated him less but that they hated Lenroot more. 


rilliam 
Jennings 
Bryan 
does 
not 
disagree 
with 
this 
conclusion. 
In 


lis current number of Th e Com moner he says: 


‘T h e N ew York gubernatorial contest will not be a sham battle. 
It 


dll be a spirited fight. 
Th e personality of both canaidates is such as to 


Command the most faithful support on the part of lieutenants who delight 


lo follow men whose love for battle runs in the blood, while in the pub­ 


lic record of each candidate there is inspiration for the rank and file bent 


ipon securnig the best results in the management of public affairs. 


“Though much may be said in Mr. H ughes’ favor as a lawyer and a 


:itizen. he will. as a candidate for governor, be judged by the purposes 


>f the powerful interests that are even now rushing to his support, and 


/hose representatives display such fine frenzy whenever the candidacy of 


rilliam R. Hearst is mentioned. 
T h e people of N ew York will learn long 


>efore the close of the campagn that this contest is not between Charles 


H ughes and William R. Hearst. 
Th e question is shall the affairs of 


lew Y o r k ’s state government be administered for the public benefit or 


nth an habitual disregard for the public interests? 
Shall insurance com- 


>ines and other special interests exercise a controlling voice in public af­ 


fairs, or shall those interests, now preying 
mercilessly 
upon the 
people 


md prtaeticaily without hindrance from the authorities, he brought with 


in the leash of the law? 


“W hatever we may believe of M r 
H ughes’ personal 
disposition 
and 


irobable action with respect to these great public evils there can be no 


reasonable doubt of Mr. Hearst. 
Th rough the efforts of his great news 


japers he has proved his fidelity, and if any proof be lacking we find it 


|n the fact that the representatives 
of these interests whose purpose is to 


lefy the law and plunder the people are among his most bitter opponents 


“It is somewhat 
significant that among the first to charge that Mr. 


Ilearst is not a democrat are those who either bolted the democratic tick- 


tt or grew cold and distant whenever the party prepared 
for 
a serious 


:ampaign against monopoly. 
In 1896 when loyalty to the party was test­ 


ed, William R. Hearst supported the 
ticket 
most 
heartily, 
and 
anyone 


rho now challenges him must have better standing than the 
man 
who 


labitually bolts when the great corporations fail to control. 


“T h e democrats of N ew York who have no ax to grind, and who are 


iterested solely in the public welfare should give their supoprt to the 


lem ocratic state ticket, headed by W illiam R 
Hearst.” 


T H E N O N P A R E I L -J O U R N A L F O R B U R N S 


T h e W est Salem Nonpareil-Journal, one of the strongest republican 


newspapers in western W isconsin, has com e out for Chris B u m s for sher­ 


iff. 
It takes occasion to com m end the position assumed b y the B angor In ­ 


dependent in having fearlessly espoused the cause of good 
governm ent. 


T h e suport of these unim peachable republican newspapers has a signifi­ 


cance that cannot be m istaken. 
T h e country districts are going to re­ 


pudiate a candidate of the dominant party of whom they cannot in good 


conscience approve. 
W in or lose, they will be stronger in their respec­ 


tive com m unities for having subordinated purely partisan considerations 


to good sense and clean politics. 
It is courageous journalism 
of 
this 


sort that gives newspapers the confidence of their clien te le and a m a­ 


terial influence within the spheres of their activity. 
W e reproduce the 


editorial of the N onpareil-Joum al: 


“ Organization is necessary for the success of any enterprise. 
M odern 


politicians, 
who 
are thoroughly 
acquainted with the present tendency to ­ 


ward independence in politics, do not fail to recognize this principle. 
T h e 


importance 
of 
county 
organizations, therefore, is not to be denied. 
B ut 


this does not apply to party candidates for county offices. 
In the selec­ 


tion of these men, there is no governm ental principle to be considered 


except the fitness of the individuals, and the candidate’s ability and char­ 


acter, regardless of his political affiliations in state and national 
affairs, 


should determine the size of the vote he gets. 


“ T h e attitude of Mr. Gessler of the Bangor Independent in supporting 


Chris J Burns, the dem ocratic candidate for sheriff, is to be recommended. 


T h e fact that the Bangor editor is a local com m itteem an is no logical o b ­ 


stacle to this independent position. 
H e can still be a consistent and ef­ 


ficient worker for the republican party in m atters of state interest. 


“ There is no question that Mr. Burns 
is 
the 
man 
for sheriff. 
H e 


has qualifications for adm inistrative duty that are not 
equalled 
by any 


other man in the field, and should for this reason receive enough republi­ 


can votes to elect him. 


“ W e have refrained from entering into a political controversy or tak­ 


ing a hand in the political fight, but we are forced to under present con­ 


ditions. 
T h e Chronicle is sadly m istaken in regard to the duty of every 


voter to vote with his party regardless of the man. 
W e contend that it 


is the duty as well as the privilege of 
every voter in county 
politics to 


vote for the man regardless of party. 
A s to fitness in the present candi­ 


dates there is no comparison, and as 
to 
the 
men, 
Chris 
Burns 
stands 


head and shoulders above his opponent. 


“W e agree with the Independent, and fail to see the ‘ear m arks’ re­ 


ferred to in his article as plainly as we do in the Chronicle. 
C f course, 


we are country people and would not detect such as soon as the city edi­ 


tor, because we are not up on paid matter of that kind like he is ” 


W 
I E BIRTHDAYS. 


G eorge W estinghouse 
George Westinghouse, famous the 
world over as an engineer and an in­ 
ventor, was born in Central Bridge, 
X. Y., Oct. 6, 1846. 
His father was a 
manufacturer of agricultural machin­ 
ery, and young Wvstinghouse spent 
much time in the shops. 
He invented 
a rotary engine when but 
15 years 
old. 
He served with the Union forces 
through the Civil war and at its close 
I entered Union college, and began his 
career as an inventor. 
His first in­ 
vention of note was a railway frog, 


and from this his attention .was turn­ 
ed to other railroad appliances and 
then to the air brake, which he in­ 
vented in 1868, and signaling devices 
followed this until finally electricity 
occupied 
Mir. 
Westinghouse’s atten­ 
tion, with the result that patents f o r 
alternating current machinery follow­ 
ed. 
Mr. Westinghouse is at the head 
of corporations employing 20,000 peo­ 
ple and having an aggregate capitali- 
zatoin of $75,000,000. 


FAMILY THEATRE 
^VAUDEVILLE 
Refined-Up-to-date- Clean 


SPECIAL 
ATTRACTIONS 
FOR THIS 
WEEK 


Secured at an E no rm o u s E xp en se that Beautiful Dram a S h o w n 
in Full 


f tKATHLEEN MOVOURNEEN” 
In Seventeen Beenes as Follow s : 
Scene I— A w a ting her lover. 
See ie I— T h e Hold-Up. 
S c e n e s —T o e K o b b tr ’s (.'ave. 
Scene 4— St rviu g the Papers. 
Scene 6, 6, 7 & 8— T h e Chase. 
Senile 9— K a t i d e e n ’s 
H om e. 
S e i n e IO— T h e Fire. 
Scene l l — T h e Abduction. 


Scene I 'I— K a th leen 
in 
Hie 
Robber’s Cave. 
Scene 13— T h e drugged w his­ 
key. 
Scene 14— T h e Rescue. 
Scene lo—T h e Angelus. 
Sceifb 16— 'File village dance 
S c .n e 17— Hie W ending. 


THIS 
DUTE 
IN 


He raised our assessment $800 in a day. 
A t that rate we shall be­ 


come capitalists and be em barrassed by the restrictions we are helping to 


place 
upon 
aggregations 
of 
wealth. 


A n yw ay, it is between M cG over n and his dem ocratic opponent. 


den will be bowled over at the voting machines. 


Bo- 


1470— Henry 
VI 
of 
F.ngland 
re­ 
leased from the T o w er and again pro­ 
claimed king. 
1552— City of Kazan capitulated to 
Ivan IV, czar of Russia. 
1762— British 
stormed 
and 
took 


Manila, capital of the Philippines. 
1789— Henry Laurens committed to 
the T o w er of London for high* trea­ 
son. 
* 
• 70 4— British 
surrendered 
Guade­ 
loupe to rho French. 
1841— Santa 
Ana 
entered 
City 
of 
Mexico and established himself at the 
head of the government. 
1848— Insurrection 
forced Austrian 
emperor to flee from Vienna. 
1863— Joseph 
\V. 
Bailey, 
United 
States senator from Texas, horn. 
1891— Charles Stewart Parnell died. 
Born 1846. 
1892— Lord Tennyson, English poet. 
died. 
Born 1809. 
1903— Wilson 
S. 
Bissell, 
ex-post­ 
master general, died. 
Born Dec. 31, 
1847. 


T h is is T h o m a s A . E d iso n ’# Masterpiece in 
M o v in g Pictures. 
O u r Matinees will Le packed to Hie d< ors by the w om en 
foi es w h o are unable to go at night. 


O T H E R F E A T U R E S 


C O N T IN O & LA W R E N C E 


Original Up-Side* Do w a Dancers. 
T h e only aet ot its kind in 
the world, m ust be seen to be appreciated. 


M A YBELL GAGE 


Descriptive Vocalist. 
H er songs are all n ew 
aud she I as the 
voice. N uf Sed. 


JO H N 
THE LESLIES 
* 
JE N N IE 


Characteristic S ketch Artists in “ T h e H ustlers” 


T R A SK A N D LA V IG N E 


A re clever entertainers. T h e y sing, dance aud tell funn y Stories 
to y o u r Heart’s content. 


LA W R E N C E W A LL 


Pictured Melodies : 
“ Ju st A t T h e E n d OI T h e C la s s ” 


Don’t Forget our Popular Matinees Every Day at 2:30 P. M. 


2 Performances Nightly 
At 7:45 and 9:00 O’clock 


iOc and 15c. 


I N D I A N A C H A R I T Y M E E T I N G 


(Tribune Special Service.) 


M U N C I E , . Iu d . Oct. 6 — The 
In­ 


diana state conference of charities and 
corrections begins its annual session 
in Muncie tonight, to continue until 
\Vednesday. 
More than one hundred 
J d e l e g a t e s are here. and a large limn* 
■ 
her of Muncie people will take part 
in the proceedings. 
T h e subjects of 


ATTENDS ENCAPMENT 


C. J. Weigel. 
1419. 
South 
Sixth 


street, department commander of the 


Wisconsin branch of the United Span- 


ish \\ ar veterans, will leave tonight 


for Washington to attend the national 


encampment 
which 
frill be 
held in 


(Continued from P age One.) 


W ashington next week 


juvenile charities and the treatment Weigel will head the Wisconsin dele- 
of tuberculosis are to be given espe­ 
cial attention this year. 


Dr. George Powell, consulting p hy­ 
sician and surgeon. 


gat inn. 
A special train will convey tile party 
of western Spanish veterans to W a s h ­ 
ington from Chicago,,{arrangements to 
this end having been made. 
FTi 
a 
THE RADIANT HOME AIR 
BLAST FIRE POT 


Burns S O FT CO AL, e sp e cia lly poorest kinds o f S L A C K 


and C O A L D U ST, also C O K E . LIGNITE, H A R D C O A L 


from P e a size up and W OOD, w ith P E R F E C T C O M ­ 


BU STIO N and G R E A T E S T ECO N O M Y. 


CO NSTRUCTIO N 


and O PER A TIO N 


B O S S C O N N O R 'S S T R A W B O S S 


Publisher Gessler is about to be disqualified 
H aving made a lightning 


[bange from democracy to republicanism after being kicked out of a dem- 


:ratic party convention. F o x y Grandpa already assumes to tell the re­ 


publicans where to get off at. 
H e went from democracy to La Folletteism. 


lere he lasted about three weeks before the dual discovery that he was 


trsona non grata, and that Boss Connor was getting careless with his 


ill change, whereupon he became the personal organ of the latter. 
N o w 


ie is being used by that worthy Hibernian who somewhere in the shuffle 


it the O 
and slipped into the United States by w ay 
of 
Canada, tied 


[imself to the tail of a popular official’s kite and landed in the arena with 


gavel and a blacksnake, to bully and lash men whose devotion and ser- 


:es to the party in which he is an interloper are beyond the shadow of 


luestion 
O. Robbie! 
Please let Mr. 
Gessler 
hold his job, and 
please 


kn it ostracize Morris and Miller and 
Kaepple 
And, 
by the 
way. 
O 


mutilating meteor of political versatility. O thou aurora borealis of jour 


ilistic inconstancy, do let “ B o b” L a Follette continue to inhabit a modest 


look somewhere in the western hemisphere. 


The R adiant Home 
A ir B la st Fire P o t 
is an entire d e p a r ­ 
ture from any ever 
used in a Stove be­ 
fore, but lias been 
thoroughly 
tested 


by constant use tor 
the past ten years 
wit!I great success. 
W ith it any fu el can 
b e 
burned 
wi t h 


nearly perfect com­ 
bustion. 
Besides 


doing away with tile 
objectionable 
fea­ 
tures of Soft C o al 
fo r house use, such 
as puffing gas, soot 
and sm oke. 
With 


Hard C oal or other 
fuels the Oases are 
a ll consumed. 


upon the candidates and at 12 o’clock 
adjournment was taken for luncheon 
which was served in the hall 
After 
lunch the lodge reconvened and the 
third rank was exemplified. 
Th e ini- 
Commandcr jtiatory 
work demonstrated that 
La 
Crosse has one of the hest working 
teams in the state. 
About forty knights from 
Sparta 
witnessed the impressive ceremonies. 
T he La Crosse delegation left on the 
Bangor 
special 
train 
which 
was in 
waiting, at 4 o’clock, arriving here at 


4:30. 


Officers in Charge 
Th e officers in charge of the work 
were: 
Rank of Page— 
Chancellor commander— P. VY. M a­ 
honey. 
Vice chancellor— D. I.. Wartinboe. 
Prelate— II. L. Rood. 
Master at arms— James Durland. 
Rank o f Esquire— 
Chancellor 
commander — H. 
H. 
Chase. 
Vice chancellor— VY. J. Scott. 
Prelate— Carl 
Kurtenacker. 
Master at arms— B. C. Smith. 
Rank of K night— 
Chancellor 
commander — 
Orrin 
Thompson, G. C. 
Vice chancellor— L. Klceber. 
Prelate— Joe Harrison. 
Master at arms— B .C. Smith. 
Monitor— L. W . Jojade. 
P y th agora s— J oh ii Stevenson. 
King— R. B. Graves. 
Senators— 
hirst senator— Otto Bosshard. 
Second senator— R. S. Ried. 
Third senator— L. VV. Gosnell. 
Fourth senator— C. A. Peters. 
Sixth senator— E. WI Ford. 
Seventh senator— Ed Cronon. 
Eighth senator— V. VV. Stiles. 
Ninth senator— James Thompson. 
Court Assistants— 
Herald— Charlie Fritz. 
Executioners— G. L. Kingsley, Alex 
Metcalf. 


Scribe— Ed Miller 
Headsman— Carl Ruplin. 
Organist— VV, V. Kidder. 
Uniform rank— A. 
Munson, 
com ­ 
manding. 


PROVE INSANITY 


Application was made this morning 
to Judge Brindley to have Gertrude 
Sands, Rockland, VV is., examined as I 
to her sanity. 
The applicants state 
that she is afflicted with melancholia. 
doing nothing about her home, hut 
sitting and bemoaning her fate. 
Mrs. 
Sands has been an inmate of the state 
hospital 
for the insane at 
Madison 
twice. 
Judge .Brindley appointed 
Dr. 
E. 
Evans of Bangor, and Dr. Searles of 
Sparta, to conduct the examination in­ 
to the mental condition of the w o m ­ 
an. 


Good Coffee 


N e v er b u lt anyon e. 
G oo d 
coffee i> refreshing, mi l dl y 
stim ulating, prevents fer­ 
mentation of food in 
the 
stomach; and, according to 
highest nu (lienI n u th o ritks 
is a va lu a b le net vine tonic. 


S vino rids Inn Coffee 


is 


MILES WOMAN 6ETS 6 MO. 


Clara Mile*, convicted of grand lar­ 
ceny from the person in district court 
at VV inona. has been sentenced to six 
months in the Winona county 
jail. 
The Miles woman 
extracted a $20 
gold piece from the pocket of W il­ 
liam Hart. 
Less than a year ago she wa> tried 


G ood Coffee 


Cents ti P o u n d . 


ERHART’S 
Red Cross Drug 
Stores. 


on the same charge here, bitt was ac­ 
quitted by the jury. 


Y o u order your own personal sup­ 
ply of “ bad luck” day by day. 
Simply 
to fail to read the ads will usually 
keep your supply from running short. 


“W e regret,” says the Stras-Gelatt Mutual Rehash, “we regret to see 


W est Salem Nonpareil-Joumal join the Cossacks in L a Crosse county 


Cities.” 
Yes, they deeply regret it. 
T h e y will regret it more and more 


the campaign advances. 
These clean newspapers of a clean constitu- 


cannot be dragged into the local 
Hinky-Dinkdom . 
And 
when 
the 


lh is reached it will be realized that the 
Cossacks of L a Crosse coun 


politics" are more than a match for the 
Hessians of subsidized jour- 


FRED KRONER 
HARDWARE CO. 
116-118 S. 3rd St., La Crosse, Wis. 


ATTEND 
SYNOD 
MEETING 


Rev. Dr. W. D. Thomas, Rev. J. K. 
Fowler and Rev. J. VV. Turner will at­ 
tend the meeting . of the Wisconsin 
synod of the Presbyterian church to 
be 
held 
in 
Christ’s 
Presbyterian 
church. Madison, Oct. 9. 
Mrs. J. K. Fowler and Mrs. A. C. 
Millington will attend the woman’s 
synodical society meeting to be held 
in conjunction with the synod. 


Unique Theater 


LW ALLE & MICHMSKY. MANAGERS. 


COMMENCING 
MONDAY 
NISHI, 
OCTOBER 1st.' 


HIGH CLASS VAUDEVILLE^ 


A Refined Place of Amusement. Strictly moral and 


Up-to-date. The Feature Act for the week is 


Stephen Fitzpatrick & Company 


in the Beautiful One A c t Playlet 
"THE WELCOME GUEST 


B y Arnold Reeves*, A u th o r o f “ The S h ep h erd K i n g ” 
Lahl & Cecil in a Comedy Act 


A Burlesque ou H yp n o tism , intro du cin g Latest Parodies and D ances 
Mr. Will F. J. Lab!, Basso Profundo 


Late o f the T ivo li Opera Co., o f San Francisco, Cal., in vocal s e c t i o n s 
Mr. Jerome White 


Will siug Hie following beautifully illustrated S o n g s — “ L ik e the Rose 
A ou Are the Fairest F lo w e r ” and “Does this Railroad Lead to H e a v e n ’’ 
w ith han dsom ely colored slides. 
The New Moving Pictures 


this w eek will excel a n y ever presented in this city. 
T h e y are inte­ 
resting aud e x citin g and consist of 


"A MODERN OLIVER TW IST” 
“ PHOTOGRAPHING A NEW STAR” 


"A HILARIOUS PASTOR” 
’TH E LONE HIGHWAY MAN.” 


D A ILY M A TIN EE 2:30. 
First Night Performance 7:45; Second O re 9:00 P.M . 
Admission 10c; 
CMldren Se 


No Higher--All Seats Free. 


SATURDAY, OCTOBER 6, 1906. 
T H E LA C R O S S E T R I B U N E 


COLORADO 
PEACHES 


✓ 
Car Due Tomorrow 
Last of the Season. 


John C. Bums 
Fruit House. 


W. B. ll. BASEBALL IHM 
WES! WISCONSIN CHAMPS 


has had a commercia! value to the 
city. 
It has advertised L4 
Crosse 
throughout the northwest, its base­ 
ball bfcing of the highest amateur or­ 
der and its football team being the 
only organization in this part of the 
country that has been of sufficient 
importance to attract attention 
of 
metropolitan papers. 
The baseball season hading 
been 
successfully finished, the W. B. U. is 
prepared to put in the held an even 
better football team than the splen­ 
did eleven of 1905. 
George Miller, 
famous Minnesota university guard, 
is coaching the team and reports the 
material to be of the best. 
A sched­ 
ule of interesting games has been ar­ 
ranged, the management hoping to 
secure a game with the University of 
North Dakota for Thanksgiving day. 
This team was to have played here 
last year, but owing to a blizzard was 
unable to get through. 


ll. B. Schaldach. manager of the WL 
B. U. baseball team, has written a 
letter to The Tribune in which he 
claims for the team the championship 
of western Wisconsin. 
Consultation 
of the record* will -how 
that the 


lions in this part <*t" the country, al­ 
ways putting up baseball of profes­ 
sional caliber, and never failing to 
\ in Alure an even break was to be 
had. 
The few games lost were in 
everv instance directly traceable 
to 


I ooh. 


encounter, the record of hits and er­ 
rors being in favor of the local boys 
in most cases where games were lost, 
j and the usual percentage of pitchers 
I with off days accounting for the bal­ 
an ce. The record of the games played 
statement J by the team is as follows: 
RI.CO RD O F 1906. 
Max 
6 — (12 innings) 
Galesville. 5; 
Al 


av 


b. ll. 6. 
11 
Tomah, 2; \V. B. U., 7. 


CITY NEWS1 


W anted—A boy at the La Crosse 
News company, 304 Main street. 
Best of hack service. Gateway City 
Transfer line. 


Wiring. 
The Heavy Light Man. 
Dr. Will Powell, diseases of women. 
There is nothing that takes away 
the beautiful, womanly charms like a 
plodding, stooped, awkward carriage. 
There is absolutely no excuse for that 
as long as Hollister’s Rocky Moun­ 
tain Tea is made. 
Tea or tablets, 35 
cents. 
Ask your druggist. 


Visit our 
Chandelier 
Parlor, 
227 
Main. 


FA LL J A C K E T S —All 
the 
new 
and stylish things in this line 
at 
Reitzel". 


Dr. George Bowen, consulting phy­ 
sician and surgeon. 
When it comes to style in Ladies’ 
Cloaks, there is no doubt but Knute- 
scn at Reitzel’s is “in it.” 
It is cer­ 
tain that tine styles 
are 
displayed 
here. 
* 
Folev’s Honey and Tar cures coughs 
and colds and prevents 
pneumonia. 
Take no substitutes. 
Sold by O. T. 
Erhart. 
The most awkward and ungainly 
woman can be transformed into a 
beautiful lovely creature it she bas the 
brain power to absorb the fact that 
Hollister's Rocky Mountain Tea will 
do the business 
Tea or tablets, 35 
cents. 
Ask your druggist. 
Read 
ReitzelY 
ad. 
in 
tonight's 
Tribune. 
W e do safe wiring. Electric Supply 
& Const. Co., 227 Mail*. 
Fancy opera coats at moderate pri­ 
ces at Reitzel’s, Kimtesen’s Cloak de­ 
partment. 
Dr. Will Powell, discases of women 
Fine electric fixtures. 
A. O. Colby. 
If you want a carriage get the Gate­ 
way City Transfer line. 
Both phones 


179 
the 
foregoing jSept. 
6—.Sparta fair* Tomah, 
W. 
No danger of consumption if you 
I’ L • 
I use Foley's Honey and Tar to cure 
We know the loyalty of The Trih- (Sept. 14— < West Salem fair) Barre. 2 :'th a t stubborn cough. 
Sold by O. T. 
F.rhart. 
Dr. George Powell, consulting phy­ 
sician and surgeon. 
Gymnastics alone can 
never give 
that elasticity, case and graceful fig- 
| lire which comes by taking Hollister’s 
i Rocky Mountain Tea. 
Tea or tablets, 
Sept. 23—Winona, 3; \\ . B. U., 1. 
135 cents. 
Ask your druggist. 
Sa ut 30—Winona. 4; W. B. U.. 10. 
Dr. Wm. Lambert, specialist. W om- 


27 games; ii week-day games; lost en and chronic diseases 


claim is so well faounded as to lie in-(hard luck of tile kind every team must 
disputable. 
The letter follow 
Claims Championship 
La Crosse, W is., Oct. 5 
Sporting Editor Tribune, 
City, 
Dear Sir:: 
The following is a brief 
of the work of the WL B. I . Athletes 
this season. 
As you have 
always 
treated us very kindly, we feel that 
you will be pleased to put 
this in 
shape tor an early edition in 
The 
Tribune. 
The following i> a synopsis of our 
work. 
We have played 27 games, of which I June 
Two games were 
one a twelve inning i 
seventeen 
in n in g ; 
won. 
Wk* have I 


we have won 22. 
ten inning games, 
game and one a 
game, a1 of which w 
*11 ev 


~ I * l w 
■ry to; 
we 
that we ha\ 
challenged 


d to meet us 


be 
an 
Blair and 
they# relu 
also beaten teams that 
both Blair and Caledonia 
fore fee! that we are fully entitled to 
the amateur championship of W is- 
consin and southern Minnesota. 


W e there- 


securc 


games 
claim. 


a tabulated statement of our 
and proof of 


May 
17-- ( IO innings) 
Harmony, 
6; 
VV. 
li 
C .7 
May 
>0--L at Mug, 4; VY. B. U., 10. 
June 
.A- T o i nab. 0; WL R. U., 6. 
June 10--\Yii Iona. 10: \Y. B. LL, 6. 
June 
-St. diaries. 3: \Y. B. LL, 8. 
July 
I- -Yin ><ii:a, i; \Y. IL LL. 5. 
july 
4 
We st Salem. 1; \Y. B. LL, 12. 
july 
S 
WMIona. 3: \Y. IL LL, 10 
July 
15--Aiel is < LaX ). 0; \\ L B U .. 8. 
july 
21- -W e st Salem. 1; WL B. LL, -23 
July "> >—Mauston, 2; \Y. B 
LL, 9. 
Aug. 
5“—Cas bion. 3; VY. IL LL, 9. 
Aug. 
n 
12- 
1 - 
- ( 1 7 
(I 
innings) lions ton, 4; WL 
D. 
Aug 
19-—< IO innings) Tom ah, 0: 
WL 
B. 
i \ . 
I. 
Aug. 20-—Ca* bion. I ; VY. B. LL. ii 
Sept. 
3 —Co umbus, 7: VY. IL LL. 
5- 
Sept. 
3 - C o umbu s. 4; VV'. B. LL, 26. 


line and the home people 
and we 
trust that the write-up. which 
you 
may see fit to give us will he in ac­ 
cordance with the foregoing 
state­ 
ments. 
Yours truly. 
If. B. S C H A L D A C H . 
Manager W. B. U. Athletes. 
'Flic record of the VY-. B. U. team 
is indeed one of which President F. 
J 
Toland, Manager Schaldach 
and 
the entire faculty and scholarship of 
the college may take genuine pride. 
The team played the fastest aggrega- 


W IL LL. 10 
Sept. 15 
(West Salem fair)—Gales­ 
ville. 3; W. B. LL. 2. 
Sept. 9—Viroqua, o; W. B. LL. 8. 
Sept. 13—(Tmah fair! Tomah, 2; W. 
B LL. 8. 
Sept 16- Winona, 0: WL B IL, 2. 


5; won 22. 
The Athletic Record 
The activity of F. J. Toland in pro. 
meting athletic sports in La Crosse meeting. 
Messages have been sent 


The Sunday school of the 
First 
Methodist church will celebrate Rally 
Day tomorrow at the regular hour of 


to all the scholars urging their pres­ 
ence and a program has been arranged 
for the occasion. 
Not only children 
but also adults arc invited to be pres­ 
ent. 
Mr. Otto 
Rennebohm 
left 
this 
morning for Huron, S. D., to accept 
a position as stenographer in the Su­ 
perintendent’s Office, C. M. W . R. R. 
This makes the fourth W . B. U. grad­ 
uate securing a high grade position 
this week. 
The social department of the Ep­ 
worth League of the First Metho­ 
dist church is planning to bold a Hal­ 
lowe’en social which will be especially 
delightful. 
Mr 
Henry Stephan, a W . B. U. 
graduate, accepted the position with 
the Standard Oil Co., created by Otto 
Rennebohm’s 
resignation. 
The de­ 
mand for Toland’s graduates is always 
in excess of the supply. 
Mrs. Joseph Kienzle has returned 
from Galesville where she was the 
guest of her son, R. N. Kienzle. 
Lieut. J. B. Shuman has returned 
from a short visit with friends at Hol­ 
men, Wis. 
Oscar A. Johnson has accepted a 
permanent position in the supply de­ 
partment for American Yeomen, Des 
Moines, Iowa. 
Oscar is a W . B. U. 
graduate and like all other W . B. U. 
graduates, is bound to succeed. There 
is only one proof of superiority that 
a school can offer and that is the suc­ 
cess of its graduates. 


Mrs. and Mrs. C. E. Pendergrast 
have returned to Madison after spend­ 
ing their honeymoon here. 
W hy do not the competitors of the 
Toland schools tell where they place 
their graduates? 
Some of them try 
to. 
One of them advertised, for the 
year’s work, five positions. 
Three of 
the positions proved to be fictitious, 
the other two could not be reached, 
as no address was given. 
The Midway church will be reopen­ 
ed Sunday with the Rev. A. L. Wood 
in the pulpit. 


Another competitor advertised loo 
in positions 
Up to date we have re­ 
ceived 42 letters showing 
that 
the 
students named were not in the em 
ploy of the firms named, or had been 
with them, “only two days.” W e will 
give $500, if any W. B. U. graduate, 
whom we have 
recommended, was 
ever discharged for incompetency 
Mrs. E. A. Gattcrdam has returned 
from Galesville where she was the 
guest of Mrs. W. IL Davis. 
Miss 
Adelia 
Bratberg. 
Holmen, 
Wis.. is the guest of friends in the 
city for a few days. 
Mrs. B. Schick and Mrs. J. Hifcr. 
Minneapolis, are visiting Mrs. Joseph 
Matiak. 


New Outing Flannel Night Gowns 
at Reitzel’s. 
Also Pajamas for Child­ 
ren, Mannelette Dressing Sacques and 
Robes for ladies: fine styles. 
Louis Dennis of Cedar Rapids, Ta., 
is the guest of PL M. Young. 
Mr. 
Dennis was captain of the Iowa base­ 
ball team last season. 
Rabbit lunch tonight at B. Birn- 
baum’s, corner Tenth and Mississippi. 
Deputy County Treasurer William 
Weimar reports that bounties have 
ben paid on 200 rattlcsankes during 
the season. 
The Rev. F.. E. Clemens, pastor of 
the English Lutheran church. West 
avenue and Perry streets, has return­ 
ed from Minneapolis where he at­ 
tended the central conefrence of the 
English Lutheran synod of the north­ 
west. 


QUICK MEAL STEEL RANGES 


Are 
Built for 
Service 


They 
have a 
reputation for 
economy that 
is the envy of 
our 
competi­ 
tors. 
: 
: 
: 


Prices From 
$34 


To 


$54 
JOSTEN HARDWARE COMPANY 
506 ■ 308 
Pearl St. 


B R A C E L E T S 


W hen you see our bracelets you 
will be convinced that our store is 
headquarters. 
We have not only 
the largest stock, nicest styles but 
are at least 3 ,(/, under the retail 
prices. This is because w e do a 
wholesale business and are supply­ 
ing m any outside Jewelers with 
Bracelets, Jew elry, etc. 


Carmen Bracelets......... $2.95 to $4 OO 
FL & B. Bracelets...........$2.75 to $6.00 
Batt ed Bacon Bracelets $2.50 to $5.00 


N o extra charge for engraving 
Initials or Monograms. 
I R V I N E ’S 
429 Main Street 


Neglected Colds OAU3E Consumption 


MRS. ADDIE HARDING. 
P 
ROBABLY every case of consum p­ 
tion begins w ith a cold. 
Consum ption is generally classed as 
a hereditary disease, but consum ption 
is not hereditary. 
A constitutional weakness is inherited 
w hich renders one liable to consum p­ 
tion. 
Even people who have strong lungs 
may acquire consum ption from a cold. 
M rs. Addie H arding, 121 WT. B righton 
Ave., Syracuse, N. Y., w rites: 
“ I have been a user of Peruna for the 
last twelve years and can tru thfully 
say th at there is no better medicine on 
earth. 
“ W ith me it is a sure preventative for 
colds and m any 
other ills. In my 
home can always 
be found a bottle 


MRS. MARY MEYER. 


Mrs. M ary M eyer, Thomson avenue, 
near Shell Road, W infield, L. L, N . Y., 
w rites: 
“I have been annoyed w ith a cough 
for years. 
“ Often it was so bad th at I could not 
s le e p 
half 
the 
CONSUMPTION 
WAS TEARED. 


“ A SURE 
PREVENTATIVE.” 


of Peruna. Two or three times a year I 
ain troubled w ith my throat. 
“ I always had to have the services of 
my physician two or three times in each 
case. 
“ Although a user of Peruna, I never 
thought of taking it for my throat until 
about two y«*ars ago. 
“ J tried Peruna to check it, and to my 
g r e a t delight I was not troubled w ith 
the sm othered and choked feeling and 
•never have since. 
“ I can check it every time with 
Peruna. 
“ I certainly would not be w ithout 
Peruna one m inute.” 


night. M any peo­ 
ple thought I had 
consum ption. 
“ A woman recom mended Peruna to 
me two years ago. I began to take 
Peruna and now I am perfectly free 
from a cough. 
“ I am glad to say that Peruna cured 
me entirely. I take Peruna occasion­ 
ally when I do not feel w ell and I also 
give it to my children. 
“ Peruna is the beat medicine for 
coughs and colds. I have told m any 
people how m uch Peruna has helped 
me.” 
A neglected cold is a well-worn path 
to consumpt ion. 
Many a person catches cold and pays 
no attention to it. 
He scarcely recovers from the first 
cold when he takes the second. 
Still he gives it no heed, and possibly 
takes another cold, and so on. 
He doses him self 
w ith bromides, 
quinine and various expectorants. 
His case is catarrh, at this stage, and 
his case should be treated as catarrh. 
A common cold is acute catarrh. 
Finally, if the cold is allowed to con­ 
tinue, it becomes chronic catarrh. 


MRS. FRANCES WILSON. 


Mrs. Frances W ilson, 82 Nelson street, 
Clinton, Mass., w rites: 
“ Had you seen me at the time of my 
illness arid now, you would not wonder 
th at I take delight in sounding tho 
praises of Peruna. 
“ My ailm ent was a severe cold which 
attacked the bronchial tubes and lunge. 
“ I followed your special directions and 
after using six bottles of Peruna I was 
on my feet again. 
“ I think Peruna a wonderful medi­ 
cine.” 
All colds, coughs, bronchitis, laryngi­ 
tis and tonsilitis should be treated a3 
catarrh, as they are in reality catarrh. 
The success of Peruna in relieving 
these cases entirely depends upon tho 
fact th at Peruna is a catarrh rem edy. 
It relieves catarrh w herever located 
in the system . W hether in the throat, 
bronchial tubes or lungs. 
It 
has saved rn 
CONSUMPTION 
PREVENTED. 
m ultitude of peo­ 
ple from consump­ 
tion, by eradicat­ 
ing catarrh before it reaches the lung#. 
The tendency of catarrh of the th ro at 
or head is to spread downw ard to tho 
lungs. 
If taken in tim e, Peruna will prevent 
these cases. 
We have in our files m any testim on­ 
ials from people who thought they 
were victim s of consum ption, b at have 
been perm anently 
relieved by tho 
faithful use of Peruna. thus showing 
that catarrh was really the cause o f 
their ailm ents. 


THE NELSON CARPET CO 


T H E S T O R E O U T O F T H E H IG H R E N T D IS T R IC T 
C A N SA V E Y O U M O N EY 


The Great Advance Sale of 
I “STEWART” STOVES AND RANGES 


Goes merrily on. 
Hundreds of people are anticipating 


their stove needs and buying at this sale. 
Special prices 
and special terms apply on all Stewart Stoves and Ranges. 
If you are not ready for your stove yet. pick it out now, 
pay a small deposit on same and it will be stored tree 
until you want it delivered. 
Stewart Base Burners $28 Up 
You have a wide range of prices to select from in Stewart 
Base Burners. 
Whatever the price may be, the beating 
quality is there just tile same. 
Stewart Base Burners 
are made right here in the Northwest. 
H ave made their 
reputation in this 
Northwestern 
climate, 
aud is the 
stove for you. 
Our lull guarantee 
covers this stove. 


ALFRED WILEY 
will receive a limited number of vocal 
pupils. 
Apply now by mail at Stod­ 
dard Hotel for 
terms 
and 
dates. 
Twenty-lesson term commences Oct. 
16. 


When Buying a Steel Range and You Want the Best 
ALWAYS BUY A "STEWART” 


EYE GLASSES 
W ould you like to discard your* 
Spectacles and wear a pair of Eye 
Glasses if you could find a pair 
that will stay on? 
To fit Eye 
Glasses requires more skill and “a 
larger assortm ent of m ountings to 
choose from thail in fitting Specta­ 
cles. I have added a num ber of 
new styles of b y e Glass m ountings 
and am fitting difficult cases every 
day. 
Come and see w hat I can do 
for you. 
Eyes exam ined correctly 
aud the proper lenses furnished. 
W . T. IRVINE. Optician 
429 Main Street 


Stewart Stoves and Ranges cost no more than the other kind, and at tile same time 
wear longer, burn less fuel, arc more easily operated, and maintain their original 
appearance better than any other make of stoves on the market to-dav. 
This week 


you can buy any stove in the house at £5.00 down and balance on small weekly or 


monthly payments. 


WE HAVE INCREASED OUR FURNITURE STOCK 
* 
A ud can attend to your wants, and we have the largest and most complete stock of 


Rugs, Carpets, Lace Curtains, Etc., in the city at prices that are as low as the lowest* 


Remember, Your Credit is Good at Nelson’s 


mss 


That 
Package I 
[Makes 12Pounds 
5 /?7CC /5 C en ts 


A sk Y our Grocer 


12 pounds of 
delicious food is what you 
get from one package of Pills- 
bury’s Best Cereal,which costs 
you 15 cents. 
The ordinary 
ready-to*eat cereal package 
contains 8 to b ou n ces cost­ 
ing IO cents. 
Weigh up a 
package of any of the flaked 
foods and see what you get 
for your money. 
Then, 
compare th e P i l l s b u r y 
“ White Heart of the Wheat" 
quality with any “ ready- 
to-serve." and w e leave 
it to you. 


IK M , 
ER CAPTAIN DEAD 


illsburys 
Best Cereal 


** 11 


Iv f n r 
rm* 
IVf HEH FTE 
\vf! 
STTaiLIZED 


»;acjrTwar»» 


Half the Battle’s Won 


'when y o u It eve provided yo u rself w ith a w ardrobe of 
I N T E R N A T I O N A L m ade-to-order clothes. 
T h e y -will 
give yo u entree into a n y society* th e y w ill m ahe y o u 
looh w hat y o u aim to b e—th e w ell-b red , w ell-dressed 
gentlem an. 
C om e to u s end select th e cloth, th e pattern en d th e 
style garm ent y o u lih e. T h e n w e w ill tahe y o u r m eesures 
and forward them - 
h full instructions to 


Captain Wash Hight, who died just 
as the season of navigation opened up 
last spring, was spoken of as one of 
the last of the old-time commanders 
of the Mississippi, and so he was. but 
Cant. J. B. Rhoads of Savanna, who 


died during the past week, was riv­ 
er captain when XVa>h Hight Was but 
a little boy. 
He was one of the prom­ 


inent 
commanders 
before 
the 
war. 
and all the m erm en of a few decades 
past looked to Capt. Rhoads as one 
of the leading men on the Mississippi. 
Capt. Rhoads wfas born in Ohio in 
1817, but came west and located at 
Savanna about 1840 
Since that date 
he has been interested in the river un­ 
til old age took him out of active par­ 
ticipation in the business. 
His great­ 
est prominence as a m erm an was 
attained when, 
with 
several 
Otho 
gentlemen, he founded the 
famous 
Northern Packet line, a St. Louis and 
St. Paul line of .steamers that in its 
day led everything on the Mississippi. 
And its day was at a time when traf­ 
fic on the Mississippi was at its height. 
The passing of Captain Rhoads at the 
age of eighty-nine years will interest 
rivermcn the entire length 
of 
the 
stream. 


A new time card will go into effect 
tomorrow morning on the Souhtern 
Minnesota division of the Milwaukee 


road. 
The time for arrival and departure 
of trains at La Crosse will be exactly 
the same but the time has been chang­ 
ed at various stations between here 
and Milwaukee. 
WD SPEAKS 
HEDE DCI. I rn 


emu se rn cis 
THIEVES 


A detective from Milwaukee for the 


Milwaukee road captured some of the 
thieves which have been stealing from 
some of the cars on the road recently. 
\\ hen caught the thief had a num­ 
ber of new shoes thrown over 
his 
back and had them tied together with 
a buckskin string. 
His name could not be learned and 
the local police know nothing of the 
affair but the arrest was seen by sev­ 
eral local trainmen. 
For some time things have been 
stolen from the cars at Warrens and 
between there and 
bridge 
switch. 
Mostly articles of clothing were ta­ 
ken. 


T H E I N T E R N A T I O N A L T A I L O R I N G OO. 
P o p u l a r P r i c e s 
N e w Y o r K 
C b ice go 
San Franc?' 


- h o w i l l m eKc - 
y o u r c l o t b c s o s c a r e f u l l y and c le v e r ly 
as th o s w e l l e s t c u s t o m t a i l o r a t tb e same p r i c e s a s y o u ’d 
p a y t o r g o o d r e a d y - m a d e s . 


W e ' r e t h o o n l y IN T E R N A T I O N A L dealers in town. 


Ernest Vent has accepted a position 
as helper in the roundhouse black­ 
smith shops of the Milwaukee road. 


John A Aylward, democratic candi­ 
date for governor, will speak in La 
Crosse Friday evening, Oct. 12, open­ 
ing his campaign for the democratic 
party in La Crosscand western W is­ 
consin. 
Local leaders of the party 
have been making efforts to secure 
the candidate for chief executive to 
speak in the city and have succeeded 
in getting him to tour the western 
secetion of the state. 
Mr. Aylward wil start his campaign 
Monday in the 
district 
about 
La 
Crosse. 
The last of the week will he 
devoted to a series of addresses in the 
extreme western district, closing at 
Manitowoc Saturday. Soldiers Grove. 
Viroqua. Cashton. W estby, 
Sparta, 
Bangor, West 
Salem and Onalaska 
will have an opportunity to hear Mr. 
Aylward. 
The itinerary for next week as an­ 
nounced yesterday follows: : 
Monday, Richland Center; Tuesday, 
Wauzeka 
afternoon; 
Prairie 
du 
Chien, evening; Wednesday, Soldiers 
Grove, afternoon. Viroqua, evening; 
Thursday, Cashton, afternoon, W est­ 
by, morning, Sparta, evening; Friday. 
La Crosse, evening. Bangor morning, 
Onalaska, afternoon; Saturday, Man­ 
itowoc. 


FR O ST L A ST N IGH T 


La Crosse experienced a frost last 
night, but little damage was done. 
Weather Forecaster Oberholzer has 
received no reports of great damage 
from the frost. 


The Tribune prints complete local 
and telegraphic news each day— no 
rehash from other papers. 


MIS. r. -II N, 1113 CALEDONIA STREET. 
N T TAILORESS 
R L H 
DR. TURBIN 


Of Berlin, Germany, the expert Specialist and Surgeon 
JHtis visited La Vims-- tor tile J ;i>t fourteen years once a month, 
will again be iii La Crosse , Monday, Oct. 8!h, 
1906, at Hotel 
Lo Crosse, front 0 A. SI. to s i\ M. aud fourth Monday there­ 
a t r. 
Consultation and E xam in ation Free. 


& 
I 


VT 


i Cure Nervous Debility, Bloof 
Poison, Rheumatism, Enlarged 
Veins, Fistula, Piles and Other 
Rectal Diseases, Kidney, Blad* 
der and Lingering Ailments. 


I MAKE NO CHARGE FOR CONSULTA. 
HON, whether vou take treatment or not 
VARICOCELE. 
Varicocele Impairs Vitality 


DOCTOR TURBIN, 
103 Randolph St.. Chicago. 111. 


YOUNG MEN 
ii you ar*- troubled with 
i,»rv u«i debility, stupid- 
U**ss. or are otherwise 
for business or 
atudy, cauked from youthful error*or eioeaaes 
I 
ou should consult this specialist al once. Don t 
elav until too Int*. 
MIDDLE-AGED AND OLD 
M AM KINin T h * " - 
. r - 
'ti..ti.ands r f 
There 
un 
thm i'atids of 
vou 
H i 
troubled with 
weak. 
achill* 
harks aud kidneys «nd other unmistakable 
•ijrns of nervous debility. 
Main die <*r thi*> diffi­ 
culty, ignorant of tbeeanae. The most o b 'titian* 
cases of this character treated with unfailing 
success. 


of 
delicate 
c a t u r - — in- 
, 
flan'.mat ions and kindred 
troubles—q u ic k ly cured without la in or incon­ 
venience. 
whieh 
poisons 
the 
breath. 
I 
klDiimrl, and lune*; and paves 
the way for C onsum ption, also T h roat Liver 
Heart, Kidney, Bladder and 
all Constitutional 
and 
internal 
t r e b l e s ; 
also Rupture 
Piles 
Fistula. D ysp ep sia 
D iarrhea aud all discases 
of the stom ach and bowels treated Tar lo a d ­ 
vance of any institution in the country 
BLOODi AND SKIN 
SE: 
Scrofula Tumors. Tetter. Rearm a and 
Poison thoroughly eradicated, leavin g «h 
tem in a strong, pure and beautiful slate 


ALL DISEASES 
troubles—quickly < 
wit tenon. 
CATARRH 


I want every man afflicted with Vari­ 
cocele, Blood Poison, Xervo-Vital De­ 
bility, or allied troubles to come to my 
office, where I will explain to him my 
method of curing these diseases. 
I in- 
vita in particular all men who have be 
jcome dissatisfied with treatment else 
where. 
I will explain to you why you 
have not been cured, and will demon­ 
strate to your entire satisfaction why I 
can cure you safely, quickly, and per­ 
manently. 
MY COUNSEL 
W I L L 
C O S T 
YOU 
NOTHING, BUT 
MY 
CHARGES FOR A PER FECT C I R E 
W IL L BB REASONABLE AXD NOT 
MORE TH A N YOU W ILL BE W ILL­ 
ING TO P A Y FOR TH E BENEFITS 
CONFERRED. 
I W ILL DO BY YOU 
AS I W OULD W AN T YOB T o DO 
BY 
ME 
IF 
OUR 
C A S E S 
W ERE 
REVERSED. 


ay*- 
WHITE year trouble* if 


I A n iF Q If you ore suffering from persistent 
I t -adarbe. 
Painful Menstruation. 
Uterine l>isi>la<X‘tiient8. Pains in Back, and fee] 
as if it w ere ini possible for you to endure your 
troubles aud -tili be obliged’ to attend to your 
household and 
social obligations, give tbs 
Doctor a call. He w iii cure you if you trust your­ 
self to hit. cure. a great inanv have taken treat- 
r 
rn of tai* Specialist, and be can refer you to 
those who have beta cured by bim. 


aiT-lt^s, f rriagftiife- 
J, 
i r **[ ii; I vAb^.LU.I 
in 
Mionll d call n grad'd fess 
Mr g mv-a v from cb v. Thousands cured at home br correspondence 
a- 
I. Ah«o’n»o 
_ I 
, 
, 
j 
, J : - 11 
I 
I J ,).... 
.ami; 
J* ad --a-'ct 
for hat of ideation* and pamphlet- 


ANDERSON 


CARPET CO. 


Invites the public to call 
and examine the big stock 
in Carpets, Rugs, Linoleum, 
Oil Goth, Lace Curtains, 
Draperies, Etc. 
20 Per Cent ott on Lace 
Curtains, Rope and Drap­ 
ery Curtains. 
Big Discount on Rugs all 
next week, to close a lot of 
Brussels, Velvet and Ax­ 
minster Carpets at 25 Per 
Cent ott. 
Linoleum and Oil Goth 
in Yard and Stove Pattern 
on hand at Low Prices. 
The celebrated Bissells & 
Goshen Carpet Sweepers at 
Low Figures. 
Stove Mattings formerly 
sold at 15c now 10c; 25c 
ones at 18c; 35c ones at 25c 


k 
) 


I 
S there any good reason w hy you should not have a fur 
jacket? 
T he range o f prices w ill su it every purse and too 
cut and shape m ay as w ell be right a s not— if the furrier 
know s tbe a it. 
Take th is lo y o u rself anil see how n ea tly 
this tits you. 
H er» i • 
con servative-cu t L ad ies’ Jacket, such as 
s ta y s in s ty le a lon g tim e — a lw a y s lo o k s nice, is w arm and 
com fort; hit— ; com po te protection for d elicate throat and 


/ 
( I , 


chest, 
(iarm en ts th is sty le are m ade in 
A S T R A K H A N , 
D IP P E D M U S K R A T , 
R U S S IA N m i n t :. 
a m e r i c a n m i n x , 
p r s S IA N L A M B . 
ITEARSEAXi, 
s r a i .::-n u , 
p l u c k e d o t t e r , 
and others, and tho prices range from $26.50 to $250.00. 
Th! 
is only cue of 7" va rieties o f L ad ies’ Fur Jack ets 
— litera lly thousands o f these garm ents of the popular 
and run st furs — Lanpher A strakhans are a featu re 
ranging in p ric e from S2C.50 to $66; every on** a jacket 
that any lady will feel com fortable in w earing. 
If it is a L A N F H £ £ T U R it is m ade to w ear w ell. 
L A N P H E R P U S S ar** Sold by the lead in g dealer in 
every com m unity. 
Write to us for tin* book “Ju dgin g 
P u r s” and we will a lso send you tile address o f our 
nearest deal r. 


OTT f fi 4 VS) 
LANPHER, SKINNER & SO., St. Paul. 


Dr. J. F. Thompson 


D E N T IS T 
Room I, Barron Building 
New Rhone LL-." 
Obi I hone To-." 
L a c ro sse Wisconsin 


HOLLiarrg tt-g. 
Rov*y Mountain Tea Nuggets 
A Busy Medicine for Busy People. 
Brings Golden Health aud Renewed Vigor, 
A specific for Constipation, Indigestion, Lire 
Pimples. Eczema. Imper* 


Gateway City Transfer Line 
Passengers, Baggage and Freight Trans­ 
ferred To and From Al! Depots. 
baggage. all kinds heavy draying', 
pianos, safes aud household goods, 
Finest hti^ in the city lur picnics etc. 
216-217 Vhie Street. 
Both Phones 179. 


sped 
aed Kidney T roubler, 
,___________ 
. 
Blood, Bad Breath, Sluggish Bowels H sadacke 
mu Backache 
L ’s Kooky Mountain Tea n tab 
.et t o n ™ Jr. o'Hits 
p. bor. 
-.rmiim- r-sido b., 
Hcuubtef I)acfi 
. M'ulfaen. "Wis. 
£ J 
t 
- Z . i P l 'f. 
*%8 
Pi 
* I **• < 
— 
.UG 


FOR SALE 
Hard Maple, No. I 2nd growth 
Oak and Soft Wood. 
S. BOM A, 
314 S. Third St. 
PHONES: 


All kinds o f secon d handed h o use­ 


hold g o o d s and cloth in g b o u g h t and 
sold. 
Edith E. Hamilton, 
223 South Third Street. 


::IIAMILTON’S REPAIR SHOP:: 


Hardware, stoves, 
stove 
repairs, 
bicycles, lawn mowers and gasoline 
stoves cleaned and repaired in first 
class order. 
C all at 


HAMILTON’S SECOND HAN!) STORE 


316 South Third Street. 


Old 2602. 
New 882C. 
Dr. George Powell, consulting phy­ 
sician and surgeon. 


LA CROSSE THEATRE 


T O N I G H T 


W . M CGOW AN PRESENTS 
The Great Musical Farce Comedy Success 
MY 


Book b y Hat Steph en s 
M u sic 
B y H arry L. Lin ton . 
WIFE’S 


V a u d e v ille 
M u sic D a n c ­ 
ing. C o m ed y FAMILY 


H e e led by tin se F u n n y ( om°di:r s Appl tin A iYrr.*, and supported 
by t h i I L iulifui an I 1 » en e 1 A lr *.-> 


HELEN M CGOW AN 
and a Capable Com pany of Fare * Coni *d . Aitis:-. 


Night Prices !5e-2fc-35c-50c 
* 
• 
THE Wirt. HELEN VK OU A, 


MATINEE &? NIGHT,SUNDAY Oct. 7 


C. S. PRIMROSE PRESENTS 


W T 
V 
S H • 


Wn i T T i . N i»v L a w h i:m k R i 's s k l . 


A Binal Comedy in hour \<**s—A Beuitiful Flay xvi ii a Clival Cast 
Good Singing an I Dan Tm 4 
NINE REFINED SPECIALTIES 
The Best Vaudeville Acts Ev r envied 
With a Traveling Compaa y . 


; '*:m SEE THE GREAT DeSHIELDS, the G e t s: U N L 
- A * 
W 
-o-a 
* 
-a- 
*• 
m- 
— , 
G\ GLE and BICYCLt: Ac: ever seen on a high wire. 
SEE T tic. GREAT C A L I. EUROPE’S GREATEST JUGGLER. 
First American Appearance.—Seats on Fate at Y oung’s Saturday Morning. 
Matinee 10c 15c 25. Night 10c-50c. 300 Opera Charrs 25c, 400 Opera Chairs 35c 
TUESDAY. OCTOBER Olh .CHIS. E. tUNEV PRESENTS 
YOUNG BUFFALO 


OF 
THE WILD WEST 


GENUINE TRIBE OF SIOUX IN D IA N S 
REAL C O W BOYS, M EX IC A N S A N D BRO N CO S 
SHOWING TRUE WESTERN LIFE 
£? 


C A R 
L O A D 
O F 
S C E N E R Y 
A N D 
E L E C T R I C A L 
EFFECTS 
Prices 25c, 35c, 50c, 75c. 
Boxes $1.00. 


& 


ATURDAY, OCTOBER 6, i9of. 
T H E LA C R O S S E T R I B U N E 


Q g|y * paper which can give the largest pub* 


jjcity to your want is adequately “ advertising" 


that want. 
Tribune w ant ads, bring results. 
TRIBUNE WANTS 


One cent a word first insertion and one-half 


cent for all subsequent insertions. 
: 
; 
: 
: 
: 


N o advertisement taken for less than ten cents. 


H E L P W A N T E D — F E M A L E 


W A N T E D — Girls at the La Crosse 
Knitting Works. 
Apply at the of­ 
fice at once. 


W A N T E D — Girl at H e n r y & F ran k’s. 


W A N T E D — Pastry and second cook 
and three waiters at the Cafe, 412 
Main street. 


W A N T E D — Girl for general house­ 
work. 
Call 2215 M o rm on Coulee 
road. 


F O R S A L E — At once, grocery 
fix­ 
tures and delivery 
team. 
Fuller 
Bros.. 714 La Crosse street. 


F O R S A L E — Singer sewing machine 
at a bargain; leaving city. 
Call 2203 
Charles street. 


F O R 
§ A L E — Good 
hunting 
$13.50! 
Spears’ boat livery. 


F O R S A L E 
pcalcau. 
Good building 


N E W P O R T N E W S , Va., Oct. 6 — 
Christened by a daughter of the state 
for which she is named, the armored 
cruiser North Carolina, one of the 
finest 
ships of the 
new navy, 
was 
launched today at the plant of the 
Newport New s Shipbuilding & 
Dry 
Dock company. 
O w in g to the easy 
access of the old north state there 
was a large delegation of visitors on 
hand, the delegation being headed by 
I Governor Glenn and bis staff. 
The 
'navy department was likewise repre­ 
sented by a distinguished delegation. 
Th e launching took place at high 
Apply tide, and as the new warship swept 
down the ways toward the rippling 


boat, 


F O R S A L E — A cheap horse 
412 Rose street. 


120 acre farm at T r c m - ! " ave* of *he historic James river the 


W A N T E D — Girls 
Steam laundry', 
street. 


at 
the 
M o d e m 
116 N orth 
Third 


farm implement 
Frank G Roth. 
thrown in. 


W A N T E D — Girls at the J. B. Funke 
Candy company. 


W A N T E D — A n experienced girl for 
general housework, 130 South Tenth 
street. 


H E L P W A N T E D — M A L E 


W A N T E D — B oys from 16 years and 
up, at La Crosse Can company. 


FO R R E N T 


FOR R E N T — Furnished room in mo­ 
dern house, centrally located; gen­ 
tlemen preferred. 
Apply 1122 Mail 
street. 


F O R R E N T — Furnished 
rooms 
for 


B O Y S W A N T E D 
Stoddard. 


at once 
at 
the 


and «;oil assembled 
multitude 
wildly 
cheered 
$ ’ 700 ^1C new champion. 
Greeted with a 
welcoming 
blast 
from 
the 
shrill 
throats of scores of steam whistles 
the cruiser 
floated 
majestically 
out 
upon the bosom of the James where 
she soon was captured by a tug and 
towed to one the 
shipyard 
piers, 
where she will be completed. 
She i> 
now something over half done. 
F ew battleships will outclass 
the 
North Carolina anti her sister ship.the 
__ light housekeeping with bath at 427 NIV,mana now 
Each has a 


State st.cet. 
displacement of 
14.500 
tons, 
Th e 


I North Carolina's length on water line 
F O R 
R E N T — Eight 
room 
house, j [s 
jq2 feet; 
^breadth at load water 


high grade, modern improvements, line. 72 feet; mean draught on tria 
1103 South Seventh. 
displacement, 25 feet: mean draught 


I 


W A N T E D — Men 
to 
learn 
barber 
trade. 
Scholarship 
includes c o m ­ 
plete outfit of tools, diplomas and p o ­ 
sitions. 
Board and room 
provided. 
Few' weeks completes by this method. 
Special inducements now’. 
Catalogue 
mailed free. 
Moler Barber College. 
Chicago, 111. 


O R RE!NT— Modern flat, 511 
street. 
Enquire Schick & Ruth, B a­ 
tavian bank. 


W A N T E D 
O. Colby. 
Electricians at once. 
A. 


W A N T E D — Boy can have opportuni­ 
ty of learning cigarmakers* trade. 
Pamperin Cigar company, 113 South 
Second street. 


W A N T E D —-Canvassers; no one but 
hustlers need apply. 
Address Hotel 


F O R 
R E N T — 234 
South 
Seventh 
street, city heat and in first class 
condition. 
New phone 483-M, 


F O R 
R E N T — Modern 
eight-room 
house, 
$20; 
seven-room house, 
Erank G. Roth. 


F IN A N C IA L 


LOANS 
aal tried people ta 
furniture, piano*, horace, 
wagons. 
No removal, no publicity. 
L a C r o s s e 
M o b t o a o i 
A Lo a r 
Co., 822 Main Btreot, ap etoile. 


S.S.S. 
MDS THE SYSTEM TO HONOR COAL TAR 
OF MALARIA 
WIZARD 


The healthy color of the skin is given to it by the millions of little red 
corpuscles in the blood. 
These are the carriers of nourishment, health and 
strength to all parts of the body— in other words the very life of the 
blood. 
When the germs of Malaria get into this vital fltjid they destroy 
these corpuscles ami rob the blood of its rich, lifes-ustainiug qualities, ren­ 
dering it thin, weak and Watery and unable to supply the system with the 
needed strength to resist disease. 
Then the symptoms of Malaria such as 
pale, sallow complexions, weak vitality* poor appetite, deranged digestion, a 
general “ let down ” condition of the system, and perhaps chills and slight 
fever, show that this insidious disease is gradually affecting the entire health. 
Malaria must be removed from the system through the circulation, and the 
medicine to accomplish this is S. S. S. 
It not only cleanses the blood of all 
impure, unhealthy matter, but rids the system of Malaria, and restore s the 
blood to a strong, healthy condition. 
S. S. S., besides removing the germs 
of,Malaria, builds up and gives tone and vigor to the entire system b y its 
fine tonic effects. 
Malaria is a blood disease, and 8. S. S. cures it because 
it is a perfect blood purifier. 
Book on the blood and any medical advice 
without charge. 
THE SWIFT SPECIFIC CO .. 
CA. 


(Special 


N E W Y O R K , Oct. 6 


rihunc Service.) 


Sir William 


MEN ARE POW ERLESS 


TU Filth t AjtrnJnM Disrate Valets Their 
Strike at the U n derlyin g Cavae. 


To treat Dandruff, and F alling Hair, 
with Irritant? or oils on which a para­ 
sitic germ will prosper, is like scooping 
water from the ocean to prevent the tide 
from rising 
You cannot accomplish a satisfactory 
cure without having a right undcrstand- 
1 loury TY'’ kin th e d istin g u ish ed Eng- ; 
° f the fundamental causes of the 


* 
trouble. 
lisli chemist whose 
researches led 
to] You m ust kill the Dand-ufC Germ. 
. 
, 
. 
. 
. 
, 
. 
, | Newbro’s Herplclde does this because it 
the d e v e lo p m e n t of 
the coal tar p rod - j jg specially 
made to do that very thing. 
nets industry, is to be the guest of 
When tho germ is removed, tho hair 
I has 
no choice 
but to resume healthy 
honor al a notable banquet at Del- ! growth and beauty. 


jmonico-s tonight. 
T h e affair has been j e^ 
“!roy ,he cause' you rMn0Te tha 
arranged by the Society of Chemical 
g0pj by leading druggists. S<md 10c. In 
Industry and is in celeb ra tio n of the ' stam ps for sample to The Herpicide Co., 
. 
. 
, 
Detroit. Mich 
fiftieth anniversary of 


> 
K E d.^ P I NA U b ’s 
. o t 
Eau de Quinine Hair Tonic 
Used and- enjoyed by everybody.. 
Removes dandruff. Makes hair beautiful.; 
-free bookie!-. Ed.Pinaud’s American Offices' 
Ed. Pinaud Bldg. 
New York CifY * 3 


ir W illiam ’s 


discovery of the color mauve, from 
which the anilines were developed. In 
commemoration of the event the guest 
of honor will be presented with the 
iir-t 
Perkin medal and a silver tea 


service. 


O. T. E R H A R T, Special Agent. 


A " r f 
Drink ORCHERADE 
A DELICIOUS BLENDING OF FRUIT JUICES 
Pure, Refreshing, I nvigorati ng, Whol esome 
At 8oda Fountains or In Bottles 


Manufactured by LA 
C R O S S E 
B O T T L IN G W O R K S 


Stomach and Liver Trouble Cured. 
Orino Laxative bruit Syrup cures 
i stomach and liver trouble as it aids di- 
i gestion, and stimulates the liver and 
J bowels without irritating these o rg a n s 
Mike pills and ordinary cathartics. 
It 
I c ure s indigestion and sick headache 
I! and chronic constipation. 
Orino Lax- 
jative Fruit Syrup does not nauseate or 
j gripe and is mild and pleasant to take, 
j Refuse 
substitutes. 
Sold by O. T. 


; Erhart. 


Burl 
' g 
Th 
hun. 
W A N T E D — M IS C E L L A N E O U S 


W A N T E D — F irs t class 
T h e Pamperin Cigar 


South Second street. 


cigarmakers. 
•ompany. 113 


F O U N D 


F O U N D 
Rimles 
cr may have 
Tri! une office am 


asse? 
* nose 
•ame by calling 
[ paying for this 


O w n - 
t 


N O T I C E .— W e 
have just 
opened a 
well equipped horseshoeoing shop 
at 222 Vine street where we hope to 
meet our former friends and patrons. 
Prices will be 15 cent’* for resetting 
shoes up to No. 6. 
No. 6 and larger 
20 cents. 
For resetting new shoes up 1 
to No. 6 ^o cents. 
6 and larger 401 
... 
. 
. _ 
i consist 
\\ e are not in the trust. 
cuts. 


H O U S E H O L D ( 
ate sale at 620 !* 
I O D S for immedt* 
uth Ninth street. 


k ins & I.achcnmaicr. 


L O S T 


L O S T 
A top c<*at, gray, with indis­ 
tinct. lengthwise >tripe'. 
Return to 
Tribune office 
Reward. 


T O E X C H A N G E F A R M S — 145 acres. 
price $4,500; 200 acres, $5,000; 53V\ I 
acres, $0,500: 160 acres with 
stock, ] 
$16,000; 200 acres with stock. $8,500, 
and others. 
H A R D Y & R Y A N , W a u ­ 
kesha. Wis. 


at maximum load, 27 feet; coal bunk- 


Main er capacity, 2.000 tons. 
The ship wil 
have the highest practical speed am 
great radius of action. 
T h e steaming 
radius at ten knots will be 6.500 knots 
steaming radius at full speed, about 
3,100 knots. 
T he armor plate protection range 
from nine inches for the turrets t< 
{ five inches for the belt. 
T h e cruiser 


$10. will have a very heavy 
armament 
The main battery will consist of four 
ten-inch guns and sixteen eight-inch 
guns. The secondary battery will have 
twenty-three 
three-inch 
rapid 
fire 
guns. twelve three-pounder automatic 
and two one-pounder rapid lire guns, 
two three-inch field pieces and two 
machine guns. 
The propelling e n g i n e s will be of 
the vertical, twin-screw, four-cylinder, 
triple-expansion type of a combine 
indicated horsepower of 23,000. 
TI 
engines will be located in two sepcr- j 
ate water-tight compartments. 
In every respect the North C a r o ­ 
lina wil be provided with up to date 
naval equipment. 
There will be steel 
masts forward and aft, which will be 
arranged for wireless telegraphy. 
The crew of the North Carolina \ 
f one commanding officer, j 
one flag officer, one chief of 
staff. 1 
nineteen 
ward room 
officers, twelve j 
junior officers, ten wararnt officers. 
814 men. including sixty marines 
total of 8=8 men 


Danger in Fall Colds. 


I all colds arc liable to hang on all 
winter leaving 1 lie seeds of pneumo­ 
nia. bronchitis or consumption. 
F o ­ 
ley's Honey and Tar cures quickly and 
prevents serious results. 
It is old and 
reliable, tried 
and 
tested, safe and 
sure. 
Contains no opiates and will 
not constipate. Sold by O. T. Erhart. 


Never A sk Advice. 


ais n ss a a a a a a vta a 
HOTOGRAPHS 


that are proper­ 
ly finished, last 
always and keep 
their lustre. 


WI 
don't 
some 
ask whs 
mcdicin 
crimps < 


it have a cough or cold 
it i- good fur it and get 
e with little or no merit 
hinger-ms. 
AM; for b o ­ 


tt 
io n e y ann 
and lung 
ghs and colds 


Erhart. 


Tar, the 
greatest 
remedy, 
it 
cures 
in ic Ely. 
Sold by O. 


That’s the 
Kind 


You Get A t 


D 
ECO RATIONS 


SPECIAL DESIGNS FOR 


Churches, Public 
Buildings and 
Residences. 


Painting, Hardwood Finishing 
Foreign and Domestic 
Wall Papr 


Jap Leathers, Fabrics 


T H E ELLIO T T-! 


W h o l e s a l e 


EFFLER. C O M P A N Y . 
WINES & LIQUORS 


2 2 2 - 2 2 4 P E A R L S T R E E T . 


MMMNMRNN 


BBS 
121 N . Fourth St. 
e is a a bbs s sa a a ss n a 


ODIN J. 
OYEN, 


La Crosse, Wis. 
! 


A Dozen Tim es a Night. 


Mrs. Ow en Dunn, of Benton Ferry, 
W . Va., writes: 
“ I have had kidney 
and bladder trouble for years, and it 
became so bad that I was obliged to 
get up least- a dozen times a night. 


I never received any permanent bene­ 
fit from any medicine until I tried Fo- 
ley’s Kidney Cure. 
After using two 
bottles, i am cured." 
Sold by O. T. 


Erhart. 


‘‘The Quest of the U>eful” is the 
trrand of the multitude— made easier, 
in half its aspects, by the fixed habit 
! r f “ ad-reading.” 


Vcr- 


1 O S T — Dog, fox terrier, 
334 South Twenty-third 
ward. 


Return to 
dreet. 
Re- 


W A N T E D 
T O 
B U Y — Three 
hack 
hordes. 
Gateway City Transfer line. 


SOME REBELS WILL 
NOT GIVE UP GON 


F O R S A L E 


F O R S A L E — Brick, stone, wood and 
timber. 
O tto Granke, 
833 
Rose 


street. 


F O R S A L E — Restaurant; fine 
loca­ 
tion, next to the Bijou, 119 South 
Third street. 
ID. Jehlen, Jr. 


I 
H A V E D E C I D E D to 
open 
m.> 
wholesale and retail glass, crockery 
and paint store on my birthday, Oct. 
7 
lee cream, sandwiches, cake, pie 
and wine served free to customers. 
Take street car t<* 1515 George street, 
North 
La Crosse. 
After that date 
until further notice the store will be 
open from 7 to 12 p. rn. 
L. C. FC jell - 
son. 


F O R S A L E — Good 
single 
driving 
harness. 
Address 1127 Main, 


F O R S A L E — Palace restaurant. 
In­ 
quire proprietor Hotel Bronson 


S P O R T I N G and pet 
dogs, 
cattle, 
■'beep. swine, pigeons, ferrets and 
rabbits. 
Ten cents fifty-six page il­ 
lustrated 
catalogue. 
C. G. 
Lloyd, 
Sayre. Pa. 


F O R SALE!— Fight room hou^e 
lot. eighty feet front. 
1008 
Thirteenth. 


m u 


F O R S A L E 


p r ic e $4,CKX). 
-Good farm, 120 acres, 
Five mile' from Rock- 
lan< 
icven miles from Bangor 
In­ 
quire R 
M. Grimsrud, room 4. Funk 
building, La Crosse. Wis. 


BU Y A L O T FOR 75 C E N TS 
down and 75 cents a week (no interest 


South cvcr) 
»n 
Anderson addition on the 
Market street car line. 
Title guaran 
teed by E .E. Bentley as trustee. Will 
make appointment by mail or phone 
to meet you on property 
Room ax, 
Batavian Bank building; phone 194-M. 


HAX ANA. Oct. 6.— Funston 
has 
'•cut marines atter Guine's force which 
i> objecting to the rebels being dis­ 


armed. 
There are 
disturbances 
at 
other points. 
Robbers last 
night 
attempted 
to 
sack a plantation house at Guanabac- 
ca. 
Firing, they caused a panic in 
the village but the 
attackers 
were 
driven off. 
I he raiders are making 
trouble near Cienfuegos. 


XX A N T E D — O ne unfurnished 
room, 


heated. Address H. care of Tribune. 


FC R 
PE R SO N A L. 
S A L I . — One 4-year-old 
horse, 


color black, perfectly sound, thor - 1 P E R S O N A L — Ladies Dr. Strictland's j 
oug ny city broke. 
Also one surrey j 
Monthly 
Remedy relieves 
in five 
nearly new. two sets harness, cutter j hours; safe and sure; box free. 
Send 
and robes. 
Apply Palace E'ced Stable. 1 stamp for particulars. 
C row n Chemi- 
816 Cass street. 
cal company, box 93, Milwaukee Wis. 


crcd: 
The petition of Win. J. Ritter and 
. Edna Ritter, his wife, of La Crosse, 
W is c o n s i n , for leave to adopt Jose- 
Hereby given tfiat at a spe-jphine ID. De Graaf. a minor child not 


Notice of Application to County Court 
S T A T E O F W I S C O N S I N . C O U N - 
ty Coart. La Crosse County— ss. In 
Probate. 
Notice is u“ r 
« ‘ u 
day term of the county court, to b ejth eir own by birth, the child by birth 
cial term of the county court, at the of William De Graaf and Anna De 
court house, in the city of La C r o s s e , ; Graaf, his wife. 
in said county, on the 5th Tuesday, 
Dated Sept. 20. 1906 
being the 30th day of October. A. D. I 
B y order of the court. 
1906, at ten o ’c l o c k X 
ML the f o llo w 
B R I N H I . E Y . 
mg matter will be heard and conoid 
County Judge. 


WE HAVE 


Oil 
hand for 


livery all 
prompt de- 


kinds of 
C O A L 


and dry 4 ft. Slabs, 
16 inch mill wood, 
Oak & Hard Maple, 


at a very reasonable price. 


Order early aud avoid the 


rush. 


THOMAS & 
EBERHART 
700 ROSE SIREE!', 


Both Phones 


8 
T H E LA C R O S S E T R I B U N E 
SATURDAY, O CTOBER 6. 1906. 


REMARKABLE BUYING OPPORTUNITIES—NEW A N D DESIRABLE GOODS—EVERY PRICE A M ONEY SAVER 


•c.-V.'*Ve7U*. 
''KS- 
V 
Z 
'• 
V' t 
0*S2>V " */r 'JC .» 
V’»'-V-r '•it'’. 


Opening Bargains 


Men's Socks 


M en’s W ool Socks, well made from the natural 
grey yarn, full seamless, regular 15c values, 
Q q 
M onday in Hosiery department per pair. 


Lunch Cloths 


Large size all Linen Lunch Clothes, 31x31 inches, 
fringed border, values fully worth 40c, Mon- 25c 
day in Linen department at only. 


Outing Flannel 


A spelndid quality of O u ting Flannel in choice 
dark patterns, regularly sold at 6c the yard, . . 3 a 
M onday in Domestic departm ent a t . . 


Men's Shirts 


M e n s black and white st r ip e d W o rk in g Shirts, 
extra well made, cut ful. regularly selling 
19C 
at 39c M onday only at each 


Canvas Gloves- 


OCCURS MONDAY, OCTOBER EIGHTH 
A N D CONTINUES THROUGHOUT THE ENTIRE WEEK. 
S 


CAUX THE WHOLE STORE BREATHES THE SPIRIT OF AUTUMN, the splendor of Autumn beauty shines forth in our formal 
Opening Display of tall styles in wearables and winter merchandise throughout this vast store. 


Just as each succeeding year sees more determined efforts and more earnest care exerted by us, just so surely each succeeding year 


your attention than any you have been privileged to enjoy in the past. 


S P L E N D I D O P E N I N G B A R G A I N S , E V E R Y O N E D E S I R A B L E , E V E R Y 0 N E A MON E Y SAVER 


M en’s Canvass Gloves or Mitts, extra well made, 
values fully worth 5c. Monday in our Cloth- 
mg department your choice at per pair. 


— 
Dress Goods 
— 


A special lot of all wool Dress Goods in plain 
colors, values actually worth t<> 50c. Mon- 
QQn 
day in Lconomv Dept, your choice per y d . . . Oui! 


Bed Pillows 


Full size 
Led Pillows, j' j pounds, extra well 
made of good quality ticking. 18x24 inches. 49c 
fully worth boc each, a t . . . . 


Choice Silks 


A special lot of choice Silks in a variety of col­ 
ors. values regularly selling at 50c the yard, 
QQn 
in E conom y departm ent your c h o ic e..................WUU 


Flannelette 


A splendid quality Flannelette in choice patterns, 
suitable for wrappers, regularly sold at 15c. 
[f ir 
.Monday in E conom y department at y a r d . . . . I UG 


Men's Socks 


M en’s fast black cassimere Socks, full seamless, 
grey heel and toes, value regularly selling 
|2 * Q 
at 20c. .Monday per pair at 


OPENING DISPLAY OF LADIES’ READY-TO-WEAR GARMENTS 


t i , / 
h i : ' lf 
ti Ita? 


You never saw such an array of beautiful Suits, Coats, Skirts aud Waists as we have carefully collec­ 
ted for your fall and winter wants. 
Every fashion Inspiration is here. 
We have the correct spirit of 
the season in these charming models of style. 
We are offering some most remarkable values during 
this openin r event 
SPECIAL SHOWING OF SUITS AT $25.00 


T hese are brim full of style an d excellent values. 
M ade of broadcloth 
iii all colors, cheek broadcloth an d fancy m i x tu r e s a n d cheviot. 
In 
th e n a tty blouse style, braid trim m e d , h a lf length, tig h t fitting or in 
the short half fitted coat styles. Al! sizes a n d colors. Priced at only $25 
CHARMING NEW MODELS AT $35 AND $50 


At these prices we have some beautiful Suits to sh o w y o u —so m e se­ 
verely plain, in th e long gin eful styles. 
O th ers in 
short fitted m o ­ 
dels. 
t hen, again, the chic M u m h a lf fitted P ony styles, plain or 
with a touch o f trim m in g , velvet a n d brai l. 
All si) s m a r t a n d s t u n n ­ 
ing, of plain broadcloth in richest colors, fancies, plaids 
a n d checks 
$35 and $50. 


A RARE 
VALDE AT 


$15.00 


i'-' 
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A utom obile C o a t, 
sa m e as illustr Jtiou 
on the ieft, elegant­ 
ly m a d e of Scotch 
cloak Grey H e rrin g ­ 
bone M ix tu re Velvet 
inlaid 
collar, 
a u d 
piped. 
A coat fully 
w orth £20. 
For the 
O p e n in g 
Sale 
we 
h ave specially priced 
this g a r m e n t at only 
$15.00 


NEW MODEL WAISTS PRICED AT $5.98 
•Smart models o f style, elegantly m a ie of th e new s h a d o w ch e ck silks 
in Alice blue, green, nav y and 
black. 
T h e s e are spec ia lly priced, 
very c h a r m i n g styles, 
i b i s week at on ly $5.98. 
RARE VALUES IN SKIRTS AT $5.00 UP TO $25 


More style, better m aterials a n d correct tailoring t h a n usual in the 
\\ a lk iu g S k ir ls we offer at the«e price*. 
W e h av e represented the 
choicest a n d inogf s o u g h t after styles in tills collection. 
E v e ry new 
m odel in plaited effect is lure. m a d e of p a n a m a , worsted a n d fancies, 
in black, w hite a u d colors. 
All sizes. $5 up to $25. 


READY-TO-WEAR SECTION. 
SECOND FLOOR. 
TAKE ELEVATOR. 


New Millinery 


T h e Channing new Autum n Millinery 
011 display will captivate the women 
of La Crosse and vicinity, as no p re ­ 
vious occasion have we prepared such 
a lavish display. 
This gathering of 
the world's best models is not only a 
triumph in style elegance but posi­ 
tively unsurpassed 
iii 
value giving. 
T h e new color tones of wine, Bor­ 
deaux. green, brown, leather gray and 
the new l o u p e which promises uni­ 
versal popularity add a zest and fresh­ 


n e s s to the splendid collection. 


Prices are as Attractive as Hie 
Hats. 


MILLINERY PARLORS---------- SECOND FLOOR 


Opening Display oi Dress Fabries 


Just received a lot of imported Chif­ 


fon finish Broadcloth, the fashionable 


fall fabric, a splendid display of all 


the newest fall colorings in a wide 
range of superior quality at per yard 


$1.65, $2.00 & $3.00 


WW are showing a splendid a sso rt­ 


ment of plain materials 
for Skirts, 


two-piece Suits and Jackets, a pleas­ 


ing 
line 
of 
streets 
shades 
at 


per y ard — 


A grand display of those much w ant­ 


ed and popular plaid effects in a wide 
variety of colorings, the new bright 
colors, also the quieter 
effects, re­ 
markably low prices for such splen­ 


did qualities— 


50c, 75c, 89c & $1.50 


50c, 05c, 75c, 90c, $1 


T h e famous Batiste— this 
particular 


cloth is not to be seen in any other 


La Crosse store. 
This fabric is a 


most 
remarkable 
value at 
the low 


price we ask per y ard — 


50 Cents 


Union Suits 


Ladies 
perfect 
fitting Union Suits, extra well 
made, button down tin front. 
RegtilarK 
QQn 
selling at 50c, M"inlay per >uit a t ........................ UUU 


Table Linen 


A splendid quality full bleached Table Linen, good 
width and neat patterns, regular 25c value 
Monday in Linen Dept. at the y a r d . ........... 19c 


Jersey Shirts 


M e n s g«>od quality Jersey Overshirts in navy 
blue and brown, fleece lined, cut full, e x ­ 
tra well made, specially priced a t .................. 48c 


Knitting Yarn 


Superior qualitv Germ an Knitting Yarn, regular­ 
ly sold at 20c the skein. 
Specially priced 15c 
at per !i skein only 


Hair Tonic 


Pinaud’s Quinine Hair Tonic, recognized the best 
on the market, sold everywhere at 50c the 
bottle. 
Monday at per bottle. 


Correct Styles in Clothes for Men 


Men’s Snits at $5, $7.50, $10, $15 
A pleasing feature of the display in our 
Clothing Department is the new and 
attractive Overcoats for men, at sis. 


tt 


ftYale” "Longworth” ^ 1 r 
Collegian” a t 
v lw 


rf Y « l p ” in pretty greys, da k shades and 
I a l v 
n r x t u r e s , form fitting, deep v en t 
in back, pea k la} el, pr c d at only $15.00. 


nnfVW Artll” *n 
tue ,jew desirable 
LUliyVVVl 111 
p atte rn s 
a n d 
fabrics, 
single breasted, foirn fitting, pea k lapel, plain 
vent, fix’ front. 


" 
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m 
a 
l 
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> , v 
1 v 
d 
, f r 
' ’ 
t h 
e 
v u i i c y i a l l 
co i n t r y ’.* leading oveicoat 
m a k e r . 
T h e y come in fumy a n i , liiu pat 
t e r n \ single breasted form fitting, deep vent 
back, fly front, w ith or w ith o u t cliti on sleeve, 
equal to a n y $18 OO c r $20.0 ) overcoat, p r ic id 
at univ $15.00. 


Unrivaled Values at $10.00 
E le g a n tly m a d e of Kerseys, 
d a r k Oxford, 
Tw ills a n d black Freize, full box or form ti ting 
styles, deep vent in back, fly front, plain colors 
au d neat pattern effects, equ ii to a n y $15 coat 
e lse w h e re —o u r price $10.00. 


T h e general and d tailed excellence of these 
suits will win favor w ith the m o st p artic u la r 
dresser 
Gome iu an d e x a m in e th e m a u d see 
w h a t r. m a r k a b le values we are ottering. 
At $5.03 O u r $5 grade consists of Cheviots, 
’assim eres a n d W orsteds in black, 
Glue, Hark giav, brown m i x tu r e aud stripes, 
very latest styles, elegantly m ade, v alues t h a t 
you would pay $7.50 for elsewhere. 
At $7 5(1 (*ur 
grade 
consists of 
rma 
sm o o th finished wool Cheviots, 
hard tw isted Worsteds, a u d a variety ot novel­ 
ty cloths, well m ade, good q u a lity lining, well 
padded, priced at per suit $7. >0. 
At Sift ftft 
<)ur ^0*0° g ra d e is w h e re w e 
r a t 'P&UnUV 
surprise all. 
At this price you 
can get the Lest suit you e ^ e r h a d f o r ‘th e 
m oney. 
You get the linest kin d of lin in g s 
(bm Venetian 
{Satin 
linings th ro u g h o u t.) 
Very new est styles, single or double breasted, 
elegantly m a Ie of strictly pure wool, black or 
blue W orsted Serge, Cheviots a n d fancy cloths. 
• 
* 


O u r line of $15.00 S u its for Men 
are of a kin d t h a t will be h i g h ­ 
ly appreciated by the best trade. 
Suits of 
character, e’eg nitty m a d e of th e best black 
unfinished worsted, w a rra n te d n e v e r to w e a r 
s h in y , all t h e new est stripes a n d plaids, single 
or don Ie • reasted, c h a r m in g style, go else- 


At $15.00 


w h e re you pay *20 to >:2.50 f >r t h e s a m e th in g . 
M ENS & BOYS CLOTHING SECTION—Second Floor—Take Elevator 


Opening Bargains 


Dress Goods 


A bout 50 pieces of fancy Dress Goods in new d e ­ 
signs and fancy weaves, in dress lengths only, 
values positively w orth up to 75c, not one piece 
worth less than 50c. M onday in our Dre>- Goods 
departm ent we offer your choice of the 39c 
lot at the yard 


— Water Bottles 


A special lot of H o t W ater Bottles, made of su­ 
perior quality rubber, regularly w orth 75c, M o n ­ 
day the lot goes on sale in D ru g Sundry 39c 
departm ent at the low price each 


— Outing Flannel 


Light color O u ting Flannel, in very choice p a t­ 
terns. a good quality, regularly w orth 15c the 
yard. 
M onday in our E c o n o m y d epa rtm ent 
at the yard o n l y ......................................................... 
IOC 


Bed Blankets 


Double Blankets, soft fleeced on both sides, tan. 
white and grey with assorted colored borders. 
Regularly sold at 50c, specially priced at 39c 
per pair 


Comforters 


E x tra well made Com forters, good quality, silka- 
line cover, in assorted patterns, yarn 
knotted. 
sanitary filling. 
Actually w orth 81.25. 
Hi 98c 
E co n o m y departm ent at only. 


Chocolate 


High grade hand dipped Chocolates with very 
rich cream centers. 
Regularly retailed at 20c, 
Monday in the Candy d ep a rtm en t spe­ 
cially priced at the p o u n d .................................. 
IOC 


Ribbons 


A special lot of all silk Ribbon in widths from 
4 to 5 inches. 
Very choice, fancy patterns. 
Yal- 
ue^positively w orth up to 40c. 
In the Rib- 25c 
bon departm ent your choice at the yard 


— Choice Laces 


A great lot of choice pattern wide Pillow Case 
and T o rc h o n laces that regularly sell at 8c and 
roc the yard. 
M onday in the Lace d ep a rt­ 
ment your choice at the y a r d ......................... 
5C 


Stove Pipe 


First quality Stove Pipe, extra well made of high 
grade steel, size 6 inch 
Regularly would sell at 
15c. 
Specially priced at per length 
only ...................................................... 
9c 


Skirt Patterns 


•Mi woo! skirt patterns in choice stripes and as­ 
sorted colors. 
A lot goes on sale M onday 
R Q n 
in Domestic Dept. your choice a t .........................UUU 


Bed Spreads 


Large size 11-4 full bleached Marseilles pattern 
spread, regularly w orth $1.25. Monday in 
Q g q 
the Linen Dept, each at only 


Pictures 


A lot of very choice pretty pictures, choice su b ­ 
jects in a neat frame, gilt or black metal, oval 
shape, value fully w orth 75c. M onday on the third 
floor, take your choice of the lot 
at 
35c 


Horse Blankets 


A good quality and well made square H o rse Blan 
kct that regularly sells at 75c. 
Specially 
r n . 
priced for ball O p e n in g sale a t ...................... . 
U u C 


Umbrellas 


A lot of Ladies’ fast black cover, steel rod md 
frame I rn brei I as with assorted handles, 
values 
regularly retailed at 50c each. 
T ak e your 
choice of the lot at o n l y .............................. 
j j Q 


